





Ultraviolet lamps destroy air-borne micro-organisms . . protect beer in process and in bottling 


Rotary type homogenizer im- Drum opener works Frozen food products in refrigerated truck are not 


proves peanut butter quality like can opener by outside temperatures 





Air conditioning eliminates wie si of bouillon cubes to machines which compress and ro. them 
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The Flint Sausage Works, Flint Michi- 
gan, report that they are saving approxi- 
mately $2.00 per day the year ‘round by 
operating these two ammonia compres- 
sors with Gates Vulco Ropes instead of 
the flat belt previously used. The Gates 
belts on one compressor have been in 
service 4 years and are still in good con- 
dition. The second compressor was 
more recently installed. 














Feel a Bending ) 
aa V-Belt Change Shape *~ 


CONCAVE SIDE:--2- 


Here’s a simple test that takes two minutes—and it will save you many dollars:— 


What Happens 
When a 
V-Belt Bends 


Have someone bend a V-Belt exactly as it bends in going around its pulley. As it 
bends, grip its sides with your fingers. You will feel those sides change shape. If the 
sides were straight before bending, they become convex as the belt bends. (See Figure 


1 on the left.) Note how the sides bulge out. 
Now try the same test with a belt which has the patented concave side. You will 


feel the same shape change—but what a different result! The sides do not become con- 
vex. They become perfectly straight. The bent belt has a shape that exactly fits its 


sheave groove—as shown in Figure 2. 

Two big savings result. First—There is no side-bulge and this means uniform side- 
wall wear—longer life! Second—There is a full side-width grip on the pulley and this 
carries heavier loads without slippage—saving the belts and also saving your power! 

The concave side is a Gates patent. Only belts built by Gates are built with the 


FIG.2 ff concave side. 





THE GATES RUBBER COMPANY 


Engineering Offices and Stocks in All Large Industrial Centers 
tL. 


VUL 
ROPE 





Chicago, New York City Birmingham, Ala. Los Angeles, Cal. Denver, Colo. 
549 West Washington 215-219 Fourth Avenue 1631 Ist Ave., South 2240 East Washington Blvd 999 South Broadway 
Dallas, Tex. Portland, Ore. San Francisco, Cal. 
2700 16th Street 


2213 Griffin Street 333 N. W. Sth Avenue 


When inquiring specify FEP 1001 ...see information request blank, pgs. 14-15 
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of products in this issue 
You will find listed below the names of products and 
new literature items described in this issue, 

with page reference on each. 
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What's in This Issue 


New Solutions of Plant Problems... A Department__....._-»_»___ “ 
New Instruments of Control... A Department...» 12 
New Literature... New Booklets, Catalogs, etc., pertaining to 

products and their uses... A Department______»_»___ 18 
Directory of All Products in This Issue__.___»________ 2 
How to Get this Publication Regularly_____»_»_>__ 14-15 
To Get More Information on Products in This Issue_________»________ 14-15 
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How to Use This Issue 


If you are particularly interested in some specific type of product .. . turn first to the 
Directory of All Products in This Issue. You'll find it on page 2. Here is an alpha- 
betical listing of every product . . . whether it is featured editorially or in the advertising. 


Then, to make sure you keep abreast of the latest developments . . . perhaps in something 
you have heard nothing about . . . you’ll want to browse through the rest of the pages. 


The Editors have searched far and wide to bring you this most comprehensive Preview of 
all kinds of product developments of help to you in your food manufacturing work. 
Thus, they save your time . . . enable you to keep posted with the minimum of effort. 
And when you find an item that interests you particularly ... and you’d like more informa- 
tion on it... here too the publishers will help you. Just turn to the handy information re- 
quest slip . . . between pages 14 and 15. All you need do is check the item that interests 
you, fill in your name and address and send this slip to the publishers. The information 
you desire will come to you promptly. 


And don’t forget . . . when you have finished with this issue, pass it on to your associates. 
They’ll be interested too. 


If You Wish to Receive 


Subscriptions to this magazine are NOT 
SOLD. 


But its circulation is restricted to men who 


This Magazine Regularly 


food plant . . . if you are a chemist, engi- 
neer or executive. 
Between pages 14 and 15 of this issue you 


are actively engaged, in responsible capaci- 
ties, in food manufacturing plants. 


You can receive it free of charge . . . simply 
by sending your request to the publishers 
and telling them of your connection in your 


will find a convenient request form which 
you can use. Fill in your name and com- 
pany connection and send this to the pub- 
lishers. Your request subscription will start 
with the next issue. There is no charge or 
obligation for this service. 
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ASK THE FUEL VALVES 
Whether Micromax Pyrometers Are Alert! 


For a true picture of alert temperature control, look at the 
valve-drive of a Micromax Electric Control Pyrometer. Its 
pointer is almost always moving—perhaps slowly, perhaps 
quickly—but always throttling the fuel up and down—down 
and up again—matching every temperature change, big or 
little, with an exactly proportional change in the heat supply. 
Micromax doesn’t dodge the job of alert control. It simply 
makes control look easy. If your plant has such a job, you'll 
be interested in the further facts about the Controller, in our 
Catalog N-OOA. 


LEEDS & NORTHRUP COMPANY, 4998 STENTON AVE., PHILA, PA. 


LEEDS & NORTHRUP 


MEASURING INSTRUMENTS - TELEMETERS - AUTOMATIC CONTROLS - HEAT-TREATING FURNACES 


Jrl Ad N-33-600(7) 
When inquiring specify FEP1002 — see information request blank, pgs. 14-15 


CTS 


DEFENSE 7 


When you need bolts, nuts, screws, 
washers, nels and ial fastenings 
. . made of NON-FERROUS 
STAIN LESS METALS .. . come to 
Harper. This organization offers to 
defense and other essential industries 


4320 STOCK ITEMS 


ose ne ial machinery to produce 
a host of “hard-to-make” and “out- 
oe Stee fastenings. Write for 
new 1942 Catalog — 4 colors, 80 
pages, numerous reference tables. 

THE H. M. HARPER COMPANY 
2615 FLETCHER ST. 2 CHICAGO 


When inquiring specify FEP1003 — see information request blank, pgs. 14-15 
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NEW SOLUTIONS OF PLANT PROBLEMS 


LOCKED TOTALIZING COUNTER 


Photo-Electric Relay System Provides 
Accurate Perpetual Inventory 


Bottling plant takes “human element’ out of counting 
operations in loading and unloading trucks 


Problem—Large Pepsi-Cola bottling plant had problem 
of securing exact count of bottles filled, cases shipped and 
empties returned for credit. Previous system comprised 
not only a count of each truck loaded or unloaded, but 
also an accumulated total record which could be tampered 
with. Counting method took time and was not always 
accurate. 

Solution—Remote control “Productimeters” were installed 
to operate in conjunction with photo-electric relay equip- 
ment. After bottles are filled and labeled, they pass along 
conveyor. No bottle can get by electric eye without being 
recorded in two places, as there are two Productimeters 
on the wall, both counting each bottle. One is accessible 
to operator who resets it at end of each run and enters 
count on record sheet. The other, or totalizing counter is 
locked (photo No. 2) and it keeps on registering and is read 
once a day. A similar installation was made on the load- 
ing platform (photo No. 3). Checker’s slips are added at 
end of day and are compared with total output as shown 
on the totalizing counter. 

Results—With the inaccurate “human element” taken out 
of the counting operation, there is no need for a re-count 
after a truck has been loaded, thus saving considerable 
time and effort. Cross check is supplied on bottles filled 
and cases in storage, thus providing an accurate perpetual 
inventory. A glance at the locked totalizing counters 
will show at any time of the day how many bottles have 
been filled, how many cases shipped and how many re- 
turns were made for credit. 


DURANT MFG. CO., Dept. FEP, 1951 N. Buffum St., 
Milwaukee, Wis. 


When inquiring specify FEP1004 — see information request blank, pgs. 14-15 


Homogenizer Ups Peanut Butter Sales 


Sales of homogenized product boosted from 50 to 100 
cases a week to 1000 per day 


Problem—Manutfacturer of peanut butter had the com- 
mon problem of preventing oil from floating on top of 
jars and hard cake or crust from forming in bottom of 
jar as product is used. 

Solution—A rotary type homogenizer was used to stabilize 
the oil in the product. This machine puts the product 


ELECTRIC EYE COUNTS CASES 


through gentle 
stages of com- 
pounding, vibrat- 
ing and sheeting 
action before it 
strikes the homo- 
genizing valve, 
thus. getting a 
perfectly stabil- 
ized product 
using low pres- 
sure which keeps 
down cost. The 
homogenizer has 
a wear control 
plate by which 
volumetric effici- 
ency is constant- 
ly maintained, es- 
pecially impor- 
tant in plants 
where synchron- 
ized production is 
inoperation. Uni- 
formity of prod- 
uct is assured as 
long as dial is set 
to operate at 
same pressure 
that produces 
ideal product, this being due to fact that product is moved 
steadily along in one direction from the moment it enters 
the machine until it exits. There are no pockets in which 
product can lodge or stagnate, consequently no possibility 
of product getting an off-flavored or burned taste. 
Results—Sales for six months previous to newly processed 
product averaged from 50 to 100 cases per week. Within 
comparatively short time after homogenized product was 
introduced, sales began to exceed 1000 cases per day, 
without any extra sales effort. Laboratory tests found 
that through oil stabilization a much fresher roast taste 
could be maintained over longer period of time than was 
usually the case. This stabilization, accomplished through 
trapping peanut oil in its natural cell structure while 
passing through the compound chamber in the homo- 
genizer, has a tendency to hold off rancidity and to pro- 
long shelf-life beyond usual period. 

Rotary type homogenizer has other similar applications 
for processing chocolate, olive oil, lard, syrups, etc. 


MARCO CO., Dept. FEP, 5325 Westminster Ave., Phila- 
delphia, Pa. 
When inquiring specify FEP1005 — see information request blank, pgs. 14-15 


ROTARY TYPE HOMOGENIZER 
boosts peanut butter sales 
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NEW APPLICATIONS 





Air Conditioning Speeds Up 
Bouillon Cube Manufacture 


Provides separate control of humidity with separate 
dehydration or dehumidifying equipment 


Problem—Large manufacturer of beef bouillon cubes, 
with a large increase in production of this product, was 
confronted with the problem of the cubes sticking to the 
machines which compress and automatically wrap them. 
Material used in this food product is extremely hygro- 
scopic. 

Solution—Because of the hygroscopic material, tests were 
made to determine the extent of humidity control neces- 
sary to produce optimum conditions. As a result of these 
tests, a relative humidity of 30 per cent at a temperature 
of 83 degrees was found to be ideal. To maintain this 
condition, a silica gel dehydrator was installed for direct 
control of humidity, and a mechanical refrigeration com- 
pressor was used to provide direct and independent 
control of tem- 
perature. 

Results — Close 
control of humid- 
ity and tempera- 
ture speeded up 
the manufactur- 
ing operations 
considerably and 
aided materially 
in turning out a 
better product by 
preventing cubes 
from sticking to 
compressing ma- 
chines. Signifi- 
cant feature of 
the installation is 
the separate con- 
trol of humidity 
accomplished 
through use of 
separate dehy- 
dration or de- 
humidifying 
equipment. 
CARRIER COR- 
PORATION, 
Dept. FEP, Syra- 
cuse, N. Y. 





AIR CONDITIONING speeds 
bouillon cube manufacture 


When inquiring specify FEP1006 — see information request blank, pgs. 14-15 
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Beer Production Safeguarded 
With Ultraviolet Lamps 


Air sterilized to eliminate extraneous, air-borne micro- 
organisms in wort-cooling room, fermenting tanks and 
bottling works 


Problem—In the wort stage of brewing, when the wort 
is cooled from about 200 deg. F. down to 50 deg. F. by 
passing through cooled copper pipes through which re- 
frigerant is circulated, the wort may be exposed to wild 
yeast spores floating in the air. If yeast spores were not 
eliminated, secondary fermentation might be set up 
affecting the flavor uniformity of the brew and, in severe 
cases, might cause complete spoilage. 
Solution—Ultraviolet rays from “Sterilamps” are used; 
these units are long, slender, tubular lamps made of high 
transmission glass and containing a small amount of mer- 
cury. Most of radiation emanating from mercury vapor 
is in bactericidal region of the spectrum. A portable unit 
consisting of six 30-inch Sterilamps is inserted in an 
opening at the side of the fermenting tank and is per- 
mitted to burn until tank is ready for use or until enough 
cooled wort is available to fill the tank. This insures 
elimination of practically all micro-organisms in the air 
and on the inside surface of the tanks. Minimum radia- 
tion time is about one-half hour but may run as high as 
several hours. 

In the bottling department a conveyor carries bottles from 
soaker (water and sterilizing machines) to filling and 
capping machines. Over the top and as close as possible 
to open ends of bottles, is mounted an inverted U-shaped 
hood of stainless steel. Continuous lines of Sterilamps 
under the hood prevent any air-borne bacteria from con- 
taminating bottles before they are filled. The hood, in 
addition to shielding eyes of workers from direct radia- 
tion, also prevents dust and dirt from getting into bottles. 
Results—This large brewery has the first complete appli- 
cation of these lamps for completely safeguarding beer 
production from cooling tubes to automatic filling ma- 
chines. 

WESTINGHOUSE ELECTRIC MFG. CO., Dept. FEP, East 
Pittsburgh, Pa. 

When inquiring specify FEPi007 — see information request blank, pgs. 14-15 





ULTRAVIOLET LAMPS sterilize 
air in wort cooling room 



















































Stainless Steel 
Jacketed Kettle. 
Plote No. 1597 


p RODUCTION ZOOMS. Every tank, agitator, condenser you 


























work today must stand extra hours of continuous batter- 
ing. Implacably, corrosive chemicals eat at the alloys. 
High pressures strain at the walls. 
Stainless steel can take it; of course, but there’s more to a 
pressure vessel than the alloy from which it is made. 


GET A SPECIALIST 


The fabrication of stainless steel in lighter gage (up to 
3” thick) is a specialist's job. The properties of the alloy 
may be changed at every stage of fabrication. Bend it/ But 
what degree of bend will it take without work harden- 
ing? Polish it! But to what finish for your application? 
Brace it! But what structure will permit the most econom- 
ical gauge? Weld it! But what technique will prevent 
undercuts, poor penetration, grain growth and other 
welding hazards? 

You can command the services of experienced engi- 
neers who know all the safeguards in fabricating stainless 
steel up to 4” thick. You can have your equipment built 
perfectly on specially designed machinery for cutting, 
forming, finishing and welding stainless steel up to 
¥" thick. 

You can benefit from new construction methods which 
apply only to stainless steel in lighter gauges. When you 
plan for processing equipment built to stand the gaff 
even of round-the-clock production, plan safely. 
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When inquiring specify FEP1008 — see information request blank, pgs. 14-15 
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CCV ANC ACU Mee Cla 


im q renee “GENERAL- 

USE” CENTRIFUGAL 

PUMP. Has over-size ball 

bearings, extra shaft di- 

ameter, deeper stuffing 

»} box. Never obsolete; it's 

| easily adapted to many 

| jobs. Widely used in the 
processing industry. 


a TABER SINGLE SUC- 
TION CENTRIFUGAL 
PUMP. Used in Vacuum or 

Evaporator service. Large 

chamber surrounds stuff- 

ing box for perfect seal 

against vacuum. For help 

| insolving pump problems, 

ie ask for Bulletin CLVS-339. 


Taber Pump Co. ss; 322 Elm St., Buffalo, N.Y. 


When inquiring specify FEP1009 — see information request blank, pgs. 14-15 


OUR CASE 
IS THIS! 


- “er AGO Z 


TOWNSEND DEVELOPED A UNIQUE METHOD 
OF CUTTING TOUGH STRING BEANS, SQUARELY 
AND COMPLETELY THROUGH. ALTHOUGH IM- 
PROVED MECHANICALLY FROM YEAR TO YEAR 
NO BETTER METHOD HAS EVER BEEN DEVELOPED. 


THE Jownsend 
BEAN CUTTERS 


*LOW COS 

®PEAK CAPACITY 

© A STRICTLY FANCY CUT 
OUR COMPLETE ENGINEERING 
SERVICE 13 AT YOUR DISPOSAL. 


GENTLEMEN: PLEASE SEND FULL INFORMATION ON THE TOWNSEND BEAN CUTTER. 
NAME 


ADDRESS 
city STATE 


EES 
=» =(6)= ae Ye NES 2 ee 
=n Bee \ic UR PORATIUN | 
—“TUWNSEND MACHINERY DIVISIUN-RUME,.N.Y, | 
eee EEE Ee 


When inquiring specify FEP1010 — see information request blank, pgs. 14-15 
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EQUIPMENT FOR PRODUCTION 


SELF-FEEDING PACKER-WEIGHER 
+ exact to 1/16 ounce 


Self-Feeding Packer-Weigher 


Exact to 1/16 ounce, plus or minus ; operates automatical- 
ly; has vibratory bulk and dribble feed; no operators 
required 


Uses—For automatic weighing, filling and shaking dry 
materials into rigid containers such as cans, bottles or 
cartons. Handles such products as coffee, dry vegetables, 
etc. 

Features—Machine does not require large amount of floor 
space. Handles containers at high speed automatically. 
No operators required. Vibratory feed principle results 
in extremely accurate weighing. 

Performance—Fifty 1-lb. can of coffee per minute and 
forty 2-lb. cans of coffee per minute. Exact to 1/16 ounce, 
plus or minus. 

Operation—Containers are fed on intake end of conveyor 
and are carried to weighing machine by chains. Contain- 
ers are registered beneath the filling spouts. If all weight 
buckets have received the correct load, then all five scales 
discharge simultaneously. Arresting the containers causes 
shaking action as chain travels under these containers. 
This causes material, particularly coffee, to be settled 
rapidly as the weighed load drops into containers. When 
supply of containers diminishes, weigher automatically 
stops and starts again when a fresh supply is available. 


TRIANGLE PACKAGE MACHINERY CO., Dept. FEP, 
909 N. Spaulding Ave., Chicago, Ill. 


When inquiring specify FEP1011 — see information request blank, pgs. 14-15 


Fruit and Berry Washer 


Fully ripe fruit leaves washer uninjured; skilled labor not 
required 


Uses—Designed to automatically remove all sand, grit 
and other foreign matter from many types of fruits and 
vegetables — strawberries, blackberries, cranberries, as- 
paragus, string beans, rhubarb, cherries, peaches, plums, 
etc. 

Features—Automatic operation, the unit needs no skilled 
labor for its operation. Even fully ripe fruit leaves the 
washer uninjured, ready for canning, preserving or cold 
storage. 

Operation—Fruit, placed in a hopper at one end, is 
sprayed from above and constantly agitated in clean wa- 


FRUIT & BERRY WASHER... 


ter as it is carried on a corrosion-resisting metal belt the 
full length of the heavy welded steel tank. An extension 
can be provided at the discharge end for use as a picking 
or inspection table. Catalog Folder 7-A, available on re- 
quest, contains full description and functional diagram. 


HORIX MFG. CO., Dept. FEP, 20 Greenway Drive, Cor- 
liss Station, Pittsburgh, Pa. 


When inquiring specify FEP1012 — see information request blank, pgs. 14-15 


automatic operation 


Locker Plant Lard Rendering Unit 


Automatic temperature control gives low cost operation; 
cannot burn or spoil lard 


Uses—For locker plant service. 
Features — This lard rendering 
unit has automatic temperature 
and pressure control to provide 
low cost operation. Lard cannot 
be burned or spoiled, does not 
need to be stirred or tended, and 
the unit has no traps or pumps 
to keep in 
shape. 
Operation— 
Steam rises 
up into the 
steel jacket 
of the ket- 
tle, gives off 
its latent 
heat, con- 
denses, and 
runs back 
into the 
boiler — no 
traps or 
pumps nec- 
essary. The 
easy, auto- 
matic con- 
trol of the steam heat gives a perfectly uniform heat to 
all parts of the kettle jacket, thus preventing local hot 
spots which might burn or spoil the lard. 
Description—The kettle is a double, steel-jacketed lard 
rendering kettle. Heavy steel plate is used in double 
jacket and all seams are electric welded construction. 
Complete kettle includes thermometer well, air vent, 
steam inlet, condensate drain and special draw-off cock. 
Boiler is a McKee automatic gas-fired steam boiler com- 
plete with base, legs, burners for manufactured, natural, 
mixed or bottled gas, steam gauge, try cocks, water 
gauge, pop safety valve, hood, draft breaker, and auto- 
matic steam pressure controller. Units are made in 25, 
50 and 75 gallon sizes. Bulletin A-107 gives complete 
details. 


ECLIPSE FUEL ENGINEERING CO., Dept. FEP, Rock- 
ford, Ill. 
When inquiring specify FEP1013 — see information request blank, pgs. 14-15 


LARD RENDERING UNIT 
cannot “burn” lard 
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Container Sealer 


Adhesive applying mechanism adapted to use of sodium 
silicate; handles full or empty containers 
Uses—Applies adhesives and will produce sealed contain- 
ers measuring from 6” to 20” in width, 2”. to 30” in 
height, to 36” in length, and at the rate of 2 to 15 cases 

per minute. 

Features—Adhesive applying mechanism is particularly 
adapted to the use of sodium silicate which has hereto- 
fore been objectionable in automatic gluers. Design per- 
mits sealing empty containers as well as full. Machine is 
quickly adjustable to various size containers. Complete 
unit is mounted on casters and can be readiy moved to 
various departments for packing. 

Description—The machine is made in three styles, to seal 
both top and bottom flaps, top flap only, or bottom flap 
only. Tripping mechanism propels container through 
sealer after operator has placed container on horn. 


A-B-C PACKAGING MACHINE CO., Dept. FEP, 245 
South 45th St., Quincy, Ill. 


When inquiring specify FEP1014 — see information request blank, pgs. 14-15 





CONTAINER SEALER seals empty or filled cartons 


Rotary Syphon Filler 
Fills cans or bottles without loss or drippage 


Uses—Wide variety of applications for filling cans or 
bottles with wines, whiskey, gin, shampoo, floor wax, 
olive oil, anti-freeze and all other light liquids. 
Features—Bottle rest is easily adjustable to different 
sizes of cans or bottles. Machine is all metal construc- 
tion, having no rubber hoses or washers. Containers 
filled to desired height without loss or drippage. 
Description—Machine is arranged for motor drive for high 
speed production or can be operated by hand. Overall 
dimensions are 34” x 58”. Speed per minute is 24 to 60 
containers. Motor is % H.P. Net weight about 350 lbs. 
Fillers can be equipped with both quart and gallon spouts, 
in combinations, eliminating changes while in operation. 


FIRST MACHINERY CORP., Dept. FEP, East 9th St. & 
East River Drive, New York, N. Y. 
When inquiring specify FEP1015 — see information request blank, pgs. 14-15 


Unit Type Dust Collectors 


Six-page folder displays a “family” of dust collectors. 
Several typical installations are shown. Major features 
of these units are discussed and pictured separately. Bul- 
letin 907 is available on request. 


PANGBORN CORP., Dept. FEP, Hagerstown, Maryland. 
When inquiring specify TEP1016 — see information request blank, pgs. 14-15 


DECEMBER-JANUARY, 1941-42 


PROCESSING PLANTS 









Drum Opener Works Like Can Opener 


Cuts smooth edged opening in straight-chime metal 
drums up to 35” high 


Features—Fast and 
easy to use, the 
drum opener elimi- 
nates the injuries 
associated with the 
usual hammer-and- 
cold-chisel method 
of opening drums. 
Construction is sim- 
ple and there is 
nothing much to get 
out of order. 
Description — Unit 
operates on the can 
opener principle. 
Corrugated cast iron 
base can be bolted 
to the floor. Four 
steel uprights sup- 
port the cutting unit, 
which is counter- 
balanced for easy 
adjustment to the 
height of drum. 
After adjustment 
the cutting unit is 
locked in position. 
By closing the cut- 
ting unit lever, the 
drum is perforated. 
Overall height of 
the drum opener is 
50”. 

TURNER & SEYMOUR MFG. CO., Dept. FEP, Torring- 
ton, Conn. 

When inquiring specify FEP1017 — see information request blank, pgs. 14-15 





DRUM OPENER works 
like can opener 


Piloted Coupling 


Low angle universal joint action eliminates need of out- 
board bearing on extended shafts or auxiliary 
bearings on intermediate shafts 


Uses—Piloted coup- 
ling is designed for 
floating shaft re- 
quirements, and is 
adaptable for use on 
horizontal and ver- 
tical pumps and ex- 
haust draft fans. 
Features — Low 
angle universal joint 
action eliminates 
need for an outboard bearing on extended shafts or aux- 
iliary bearings on intermediate shafts. This feature makes 
possible a large saving in installation costs, space and 
foundation requirements for auxiliary bearings. Coup- 
lings also allow greater flexibility in locating driving and 
driven units. 

Description—The piloted coupling is made entirely of 
steel. It consists of two hubs, one of which carries an 
integral flange to which cover is secured, a special tem- 
pered steel member forming a complete cylindrical grid- 
member and a flanged steel cover secured to the hub 
flange with cap-screws. Couplings are made in three 
types: single piloted, double piloted, horizontal and 
double piloted vertical. 


FALK CORP., Dept. FEP, Milwaukee, Wis. 
When inquiring specify FEP1018 — see information request blank, pgs. 14-15 


PILOTED COUPLING 
cuts installatio.. costs 





. eS Many Link-Belt liquid vibrating screens 
are in service recovering solids from waste water—convert- 
ing them into valuable by-products and at the same time 
reducing stream pollution or sewer clogging. The Link-Belt 
dual screen, illustrated, removes tomato pulp, peas and 
beans from waste water, at a large canning plant. Repeat 
orders from this firm—6 screens now in service—testify 
to their satisfactory performance. 








=\ 4a SEND FOR THIS FREE FOLDER 


Perhaps you, too, can turn waste into profits with 
a Link-Belt screen. Get the facts. Ask for Folder 
No. FEP-1877. 


LINK-BELT COMPANY 


307 North Michigan Avenue, Chicago 0696 





. 





a 


VO I Th TIL EN 


When inquiring specify FEP1019 — see information request blank, pgs. 14-15 





“LIGHTNIN” 


DOUBLE ACTION 


4 
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tank 
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te 10 pe - 
Top Entering Units 
for pressure or vac- 
uum mixing, 


“LIGHTNIN” 
pice Entering 


nite for nake 


1032 GARSO 





When inquiring specify FEP1020 — see information request blank, pgs. 14-15 
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The A-B-C of 
Pipe and Bolt Machines 


Model-A 


A high-speed heavy- 
duty deluxe Pipe and 
Bolt Machine. Range %& 
to 2-inch—up to 12-inch 
with geared tools and 
drive shaft. Bolts, % to 
2-inch. Wt. 415 lbs. Ask 
for Bulletin-A. 





Model-B 


A compact utility Pipe 
and Bolt Machine com- 
bining many features of 
Model-A with the eas 
ortability of Model-C. 
a ¥% to 2-inch — up 
to -inch with drive 
shaft and geared tools. 
Bolts up to 1% -inch. 
Weight lbs. Ask for 
Bulletin-B. 





Model-C 
A sturdy little Power Unit 


Converts Hand Pipe Tools 
into Power Tools from % 
to 8-inches. Threads 8- 
inch in 6 minutes. Threads 
bolts u to 1% -inch. 
amuppe with automatic 
chuck wrench ejector —a 
safety feature. Two men 
can use it at the same 
time without interference. 
Easily portable — weighs 
about 150 lbs. Write for 
Bulletin-C. 


BEAVER PIPE TODLS 


142 REVIEW AVE. WARREN, OHIO 


When inquiring specify FEP1021 — see information request blank, pgs. 14-15 








PATCH WET FLOORS with 


HYDROMENT 


IT’S QUICK 
CONVENIENT 
WATERPROOF - PERMANENT 


No time out necessary when you patch worn or broken 
floors with HYDROMENT. Mixes with water only, 
applied in just a few minutes. No matter how wet the 
floor, HYDROMENT sets overnight sufficient for 
ordinary traffic; stands heavy traffic in 24 to 48 hours. 
Bonds with cement, brick or tile. Will not shrink. 
Ideal for pasteurizing, cooling, freezing and bottling 
rooms and for outside ramps, loading platforms etc. 
Outwears original surface. 


Write for sample and complete details. 
Available for Immediate Delivery 


2 Se aes ee ee ls 


4796 LEXINGTON AVENUE e CLEVELAND, OHIO 
Send me literature and a sample of HYDROMENT — 








NDS cctesaditasinte 
Company ..... 
Address 


When inquiring specify FEP1022 — see information request blank, pgs. 14-15 
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Sight-Feed Lubricator 


For air-driven equipment, operates im»any position in the 
line 


Uses — Although 
this lubricator 
was developed 
for use on the 
company’s’ tube 
cleaner to assure 
positive oil feed, 
it can also be 
used with other 
types of air- 
driven equip- 
ment. 

Features As 
the lubricator 
has no baffle, it 
can be turned in 
any position con- 
venient for visi- 
bility. This posi- 
tive action sight- 
feed unit re- 
quires only a 
single regulating 
valve instead of 
three separate 
valves used on preceding types. 

Description—These lubricators are installed in an ordi- 
nary tee in the air line. They are made in 4/5 pint and 
quart sizes, and can be regulated to drop as few as 5 
drops of oil per minute. Oil is added by_removing a 
simple screw plug at top of lubricator. 


ROTO COMPANY, Dept. FEP, 145 Sussex Ave., New- 
ark, N. J. 


When inquiring specify FEP1023 — see information request blank, pgs. 14-15 


Lamp Shock Absorber Saves Bulbs 


Flexible sponge rubber takes all shocks and 
increases lamp life 


SIGHT FEED LUBRICATOR 
used in any position 


Uses — To increase lamp 
life wherever lamps are 
subjected to vertical or 
horizontal shock. Model 
M-T is easily attached to 
any fixture accommodat- 
ing from 100 to 750 watt 
lamp. 

Features — Metallic con- 
nection between fixture 
and vibrating structure is 
completely eliminated and 
the fixture and lamp sup- 
port float in _ flexible 
sponge rubber, conse- 
quently absorbing shocks 
in all directions equally 
well. Synthetic rubber 
“skin” withstands corro- 
sive atmospheres and as- 
sures long life from sponge 





rubber mountings. Inex- 
SHOCK ABSORBER pensive. 
saves light bulbs Performance — Maker 


states that a large steel 
plant greatly increased lamp life with this model shock 
absorber and saved 29 out of 32 light bulbs in one month. 


LINTERN CORP., Dept. FEP, 7960 Lorain Ave., Cleve- 
land, Ohio. 


When inquiring specify FEP1024 — see information request blank, pgs. 14-15 
















WASH 
COOL 
RINSE 


HUMIDIFY 
witt SPRACO NOZZLES 


It will pay you to install Spraco Nozzles for 
washing, rinsing, cooling, and humidifica- 
tion. Our engineers can help with the proper 
application of spray nozzles for your plant. 
We carry a wide range of types and sizes in 


stock for immediate shipment. 


Write for Nozzle Bulletin. 


_v_. SPRAY ENGINEERING CO. 
_ss. 113/Central Street Somerville, Mass. 


When inquiring specify FEP1025 — see information request blank, pgs. 14-15 


Thad 


PERMANENT & 
PORTABLE 


_.. MIXERS 


= 








@ size to fit 
your job 
exactly - 

All 









(/ 
Y TANKS, DIGESTERS 
ff AUTOCLAVES, TREATERS 
BLENDERS AND MIXERS 


fi Agitators with Speeds 
from 5 RPM. Up 


PROPELLERS, SHAFTS, ETC. MADE 
OF BRONZE, MONEL,STAINLESS,RUBBER 


NY coveneo-S£ND FOR CATALOG NO 95 


TUT eum 


DAYTON, OHIO 























Complete with Mixing 
unit and Tank, Station- 
ary or Portable; Tanks 
of Steel, Monel, 
Stainless, etc. 

















When inquiring specify FEP1026 — see information request blank, pgs. 14-15 
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DO YOU KNOW 


the numerous bene- 





winter heating season? 


terials” ... 
static electricity” ... 


LES 


ments . cited. 


zzles for EVERY PRODUCTION EXECU- 
TIVE SHOULD KNOW ABOUT 
midifica- HUMIDIFICATION.” 
Armstrong offers unit humidifiers 
e€ proper for as little as $100.00, list, com- 
plete with Friez humidstat, sole- 
ir plant. noid control valve, fan, steam 
strainer, and drainage trap. Write 
sizes in to ARMSTRONG MACHINE 


Rivers, Mich. 


Awe 





| CO. 
e, Mass. 


pgs. 14-15 


FREE BULLETIN Brings 
Full Facts on These 
Outstanding Features 


UNUSUAL LIGHTING 
EFFICIENCY. 
Twin lamp units on 10x10 
spacings provide 35 to 40 
footcandles for power 
consumption of only 200 
watts. 
FLICKER AND STROBO- 
SCOPIC EFFECT MINI- 
MIZED. 


. 
Full-wave rectified cir- 
cuit reduces flicker at its 
source. 


SIMPLIFIED, POSITIVE 
STACTING. 


New circuit requires no 
starter switches. 
¥ LOWER INSTALLATION 
cost. 
More light without re- 
Sasier to install. 


wiring! 
, SIMPLIFIED WIRING. 
p ce: Lowsr MAINTENANCE 


Pa muy 








pgs. 14-15 





rIEW 


fits that can be secured by main- 
taining proper relative humidity 
in industrial plants during the 
“Preven- 
tion of loss of weight, strength, 
and quality of hygroscopic ma- 
“Control of dust and 
“Improve- 
ment of workability of materials” 
are just a few of the improve- 
Ask for a copy of 
our new bulletin telling “WHAT 


WORKS, 881 Maple St., 


ARMSTRONG 


1p aa 


HUMIDIFIERS 


DECEMBER-JANUARY, 





























TYPICAL 
RECOMMENDATIONS: 


















Flour Storage .....................60% 
50-65% 
Egg Storage ......................80% 
76-80% 
60-75% 
75-85% 
45-60% 
Meat Ripening ........ ~--- 80% 
Testing Laboratories ...... 60-70% 
30-45% 













Candy Storage ........ 



















Dough Fermenting .......... 














Yeast Storage .................. 
















Three Apple Storage ............. 




















Paper Box Storage 



















Grain Storage ....... 


“For recommended tempera- 
tures and complete data, see 
Armstrong Bulletin No. 150. 







When inquiring specify FEP1027 — see information request blank, pgs. 14-15 





THE NEW BENJAMIN I-and-2 LAMP TYPE 


“RF FLUORESCENT 


LIGHTING EQUIPMENT 


Plants engaged in Defense Production 
can take immediate and maximum ad- 
vantage of the newest development in 
fluorescent lighting...the new “RF” (Rec- 
tified Fluorescent) Lamp...through the 
use of the new BenjaminT ype“ RF” Porce- 
lain Enamel Fluorescent Lighting Units. 
Benjamin “RF” brings you all the ad- 
vantages of conventional fluorescent 
lighting plus many improvements, some 
of which are listed at the left. These 
units increase the scope of fluorescent 
lighting by making it economical and 
practical to use it in locations where 
high ceiling mountings and wide spac- 
ings are required. They embody many 
new constructional advances which 
cut installation and maintenance costs. 
Complete Bulletin on Benjamin “RF” 
Units will be sent free of cost or obli- 
gevies. Write Benjamin Electric Mfg. 
» Dept. QQ, Des Plaines, Illinois. 


‘LIGHTING 
EQUIPMENT, 


When inquiring specify FEP1028 — see information request blank, pgs. 14-15 
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Low-Cost Acoustical Material 


Has high sound-absorption values at standard frequencies ; 


noise-reduction coefficient reaches as high as 75% 


Features—Smooth surface is resistant to dust and dirt 
and, when necessary, it may be easily cleaned with vac- 
uum cleaner or wallpaper cleaner. May be repainted 
with any standard paint without loss of acoustical effi- 
ciency. Provides a high degree of glare-free light-re- 
flection and also acts as an insulating material. Material 
is naturally moisture-resistant. Light in weight and re- 
quires no extra wall or ceiling reinforcement before in- 
sulation. 

Description—Three standard thicknesses are available, 





14”, 54” and %”. Standard unit sizes are 12” x12” and 
12” x12”. Material may be installed: on any rigid level 


surface, while the %” unit may be erected to furring 
strips by nailing. 484 deep perforations per square foot 
give “Cushiontone” high sound-absorption values at all 
standard frequencies, and its noise-reduction coefficient 
reaches as high as 75%. Ivory is standard color but 
may be refinished to harmonize with any decorative 
scheme. 


ARMSTRONG CORK CoO., Dept. FEP, Lancaster, Pa. 


When inquiring specify FEP1029 — see information request blank, pgs. 14-15 


Multiple Oil Burning Units 


One motor-driven pump set operates multiple burner 
nozzles simultaneously, or on-and-off service 


Uses—With one air and oil motor-driven pump set in- 
stalled any number of nozzle burners may be operated 
simultaneously or on-and-off service as required. For 
instance, there may be one or more nozzles used for heat- 
ing boiler, another for power boiler, and several stations 
throughout the plant for firing industrial operations such 
as melting, annealing or various types of heating jobs— 
and one installation takes care of them all or any parts 
that may require continuous or alternative operation. 


Features—Eliminates need for installation of complete 
motor-driven oil burner outfit for each individual opera- 
tion. Many economies are made with this equipment. 


Description—These pump sets handle any grade of fuel 
oil and are especially effective with heavier and cheaper 
grades of oil. 
They operate at 
slow speeds and 
are quiet oper- 
ating. The outfit 
can replace any 
type of oil burn- 
er, coal, gas or 
other heating 
method. 


LEIMAN BROS., 
Dept. FEP, 181- 
23 Christie St., 
Newark, N. J. 


When inquiring specify FEP1030 — see information request blank, pgs. 14-15 





OIL BURNER UNIT 
cuts fuel costs 


Have You a “New Solution’’? 

If you have recently solved a problem in food manufac- 
turing, through a new application or new use of your 
regular products, The Editors invite you to submit the 
facts for publication in this department... in over 32,000 
copies. 

In submitting your “solution” please be sure to give the 
pertinent facts of (a) the problem, (b) just what was 
done and (c) what the results were. Send to 


The Editors, FOOD EQUIPMENT PREVIEW 
737 N. Michigan Ave. Chicago 

















WITH ROLLER CHAINS 
THIS IS POSSIBLE 


Many shafts rotatin 


at the same or different speeds —in the 


same or opposite destiens <- ean be easily organized into an 
efficient, economical drive with DIAMOND Roller Chains. 


Being identical on both sides, they may be run over or under 


sprockets and ony installed. 
ts 


or long so that sha 


omy 


cause there is no slip or creep. 
pendent on tightness, DIAMOND Chains are easy on bearings. 


DIAMOND CHAIN & 
apolis, Ind. 


MFG. CO., 


Center distances can be short 
may be located where design and econ- 
ictate. Exact speed ratios are maintaine 


always be- 
Because they are not de- 


416 Kentucky Ave., Indian- 


DIAMOND 
ROLLER CHAINS 


When inquiring specify FEP1031 — see information request blank, pgs. 14-15 


BAKER LOW-LIFT TRUCKS 


step up efficiency of 
materials handling 


ete 





Whether the load is bulky sacks, cartons or drums—the 
Baker Low-Lift Truck can handle it quickly, safely, economi- 
cally. This handling efficiency is reflected in increased 


company profits. 


Only BAKER LOW-LIFT TRUCKS have 
all these PLUS advantages 


1 Alloy Steels in all parts sub- 
jected to stresses, reducing 
maintenance, 

2 Single Reduction Silent 
Worm Drive Axle for 
smoother, steadier running. 

3 Duplex Compensating Suspen- 
sion of Power Axle (patented) 
increasing flexibility and elim- 
inating uneven floor strains. 


No Plug Travel Controller 
(patented) making correct, 
careful operation compulsory. 
Complete Accessibility of All 
Units resulting in lowered 
maintenance expense. 

Each Motor on Baker Trucks 
is Baker-made for its specific 
function. 


For further information write 


BAKER INDUSTRIAL TRUCK DIVISION of the Baker-Raulang Company 


2177 WEST 25th STREET 


eed 


CLEVELAND, OHIO 


exam LAL eG 


When inquiring specify FEP1032 — see information request blank, pgs. 14-15 
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Diamond Roller 
Chains solve Pie 
Dough Divider 

drive. 






























































SPECIALTY 
CANNERS 





HAND PACK FILLER 


For quality packs of cut, diced, 
sliced, shoe-string and mixed vege- 
tables, sliced fruits, olives, and prac- 
tically all s pecialty canning aes 
ucts, this Hand Pack Filler wi 
aes attachments saves as 

—_ up and simplifies filling oper- 
ations, 


With Automatic Access- 
ories and Attachments 
Automatic Filling Hopper 
Seteey Brushing Attach- 


Packer-Briner 
Vibrating Can Track 


The Hand Pack Filler is also available without these attachments, or 
with automatic juicing attachment and plain hopper. 


Write ‘for detailed information and General Catalog of 
odern Canning Machinery 


FOOD MACHINERY CORPORATION 


(Sprague-Sells Division) HOOPESTON, ILL. 





When inquiring specify FEP1033 — see information request blank, pgs. 14-15 


Tifa dy) 


production from Belts 


CLING-SURFACE Belt Treatment 


saves you hard cash, makes all 
belts do more work! 





Cling-Surface Belt Treatment is usable on 
all types of belts—leather, rubber, rope, 
hair, cotton, flat or “V". 


Preserves—waterproofs—lubricates—in one 
operation. 


3 


Belts operate slack without slip after first 
treatment. 


4. 
5. 


Penetrates pores of belt, never dries out. 


Made by oldest and largest exclusive liquid 
belt treatment manufacturers in the U. S. A. 
Write for free trial: Cling-Surface Co., 1045 
Niagara Street, Buffalo, N. Y. 


SINCE 1896 THE BELT TREATMENT WORLD-OVER 


» LING SURFACE. 


When inquiring specify FEP1034 — see information request blank, pgs. 14-15 
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Floor Patching Compound 
Not tar or asphalt; quick setting; indoor or outdoor use 


Uses—For patching holes, ruts and worn spots in cement 
floors; may be used on practically any cementitious surface 
indoors or outdoors, for walls, roofs or floors. 
Features — Non-shrinking patch adheres tightly to sur- 
rounding concrete surface. It is not a tar, asphalt or port- 
land cement product. Quick setting, and permits over- 
night repairs to withstand light traffic next morning. 
Eventually sets harder than concrete, and withstands 
heavy pounding without breaking up. 
Description—Floor-patch comes ready for use as nothing 
is added but water. Wetted compound is tightly packed 
into cleaned hole or crack, then struck off with a trowel. 
Requires no curing procedure. Material has color ap- 
proximately that of concrete. It is shipped in 10 lb. cans 
and 50 lb. drums. 


TRUSCON LABORATORIES, Dept. 
G.T.R.R,. Detroit, Mich. 


When inquiring specify FEP1035 — see information request blank, pgs. 14-15 


FEP, Caniff & 


Precision Pillow Blocks 


Plain and water-cooled types, effectively sealed against 
admission of dirt or escape of lubricant 


Uses—These pre- 
cision pillow 
blocks are made 
in plain and wa- 
ter-cooled types 
in shaft sizes 
from 1;%” to 8” 
inclusive — de- 
signed for wide 
range of indus- 
trial applications 
where ahigh 
grade  babbitted 
bearing is re- 
quired. Applica- 
tions include 
fans and blowers, 
marine propeller 
shafts, etc., and 
the water-cooled 
type is particu- 
larly adaptable 
for service where 
elevated temper- 
atures, heavy loads or rubbing speeds are encountered. 
Features—Effective sealing against admission of dirt or 
escape of lubricant is provided by special seals held on 
shaft by garter springs so that they revolve with shaft 
and give effect of a piston ring seal. Bearings are fully 
self-aligning. 

Description—Lubrication is provided by use of ‘“‘T” sec- 
tion brass oiling rings. Brass oil gauge is provided which 
can be placed on either side of bearing and by use of ad- 
ditional %-inch pipe can be extended to any distance 
from the bearing. Bases have drain holes in each end 
and caps are provided with inspection hole and cover. 
Bearings can be furnished in either expansion or non-ex- 
pansion. Expansion pillow blocks have no provision far 
thrust loads; non-expansion bearings have two internal 
split thrust collars. Bases, ends and spherical seats are 
finished and dowel pin holes provided. Water-cooled 
pillow blocks are identical in design and construction 
with the plain type except for water-cooled feature. Sizes 
up to and including 3}}” are water cooled in the lower 
liner only, and have one flexible inlet and one outlet con- 
nection. Sizes 47%” and larger are water cooled in both 
upper and lower liners and have two flexible inlet and 
two outlet connections. Bulletin A-401 contains details. 


DODGE MFG. CORP., Dept. FEP, Mishawaka, Ind. 
When inquiring specify FEP1036 — see information request blank, pgs. 14-15 





PILLOW BLOCKS . 
plain & water-cooled 











IMMEDIATE DELIVERY 
of Highly Desirable 


FOOD EQUIPMENT 


Right now we offer a tremendous stock of good 
REBUILT or newly fabricated units wanted in 
every field of Food Processing. Don’t hesitate to 
inquire for your needs. We have prepared for 
scarcity. We have it and at an economical price too. 
















Kettles Labelers 
Tanks Cappers 
Autoclaves (all metals) Centrifuges 
Vacuum Pan -~ f- (copper, Dryers 
glass line Pumps 
Hammer ‘ili’ Colloid Mills 
Grinders Emulsifiers 
Pulverizers Tablet Machines 
ixers Tube Fillers 
Filters Trucks 
Presses Roller Mills 
Extractors Packaging and Wrapping 
illers Equipment 


Send for latest issue of First Facts, an informative little house 
organ of interest to every engineer and purchasing agent, or 
for the FMC complete catalog. 





FIRST MACHINERY CORPORATION 
GUARANTEED ia : | ( 


EQUIPMENT 


EAST 9th STREET 
and EAST RIVER ORIVE 


tame 0s a ee 


When inquiring specify FEP1037 — see information request blank, pgs. 14-15 


MAKE ONE BEARING 


OUTLIVE TWO! 


0 regularly had 

earing failures 

teary Crna 

had only one bearing failure 
Ce ESET: 
LUBRIPLATE Petal iam 
Pulled my bo bearing 


To ae Le te ce A 


Lees still another if 


LUBRIPLATE cost $1.50 a pound 


we could still afford to use it 





THAT’S REAL CONSERVIAITIOIN 


LUBRIPLATE Lubricants are different. They actually condi- 
tion bearing surfaces and stop progressive wear. They prevent 
rust and corrosion and resist steam, hot water, acids and other 
adverse conditions. LUBRIPLATE is in a class by itself. Here 
is how to conserve men, machines and material that go into the 
manufacture of bearings. Here is how to keep 
your equipment running at top speed. Use 
LUBRIPLATE. It makes one bearing out- 
live two. Write for name of nearest dealer. 
Lubriplate Division, Fiske Brothers Refining Co. 


NEWARK, WN. J. TOLEDO, OHIO 
Dealers from Coast to Coast 


LUBRIPLATE 


THE MODERN LUBRICANT 
THAT ARRESTS PROGRESSIVE WEAR 







When inquiring specify FEP1038 — see information request blank, pgs. 14-15 
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You KNOW Your 


VACUUM PUMPS 


Will “STAND UP” When You 
Specify 


“GAST”’ ut runes 
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louse 
t, or 





18. 1f-15 
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revent 
other 
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For food processes or plant ope- 
rations that are automatic, under 
vacuum or low pressure—for car- 
ton packaging, vacuum packing, 
filling, liquid transferring, useGast 
Rotary Air Pumps, the pumps lead- 
ing machine manufacturers furnish 
as standard equipment. Specify 
Gast Air Pumps to get these feat- 
ures, which assure unsurpassed, 
speedy dependable performance. 
« FORCED-AIR-COOLING—Maintains 
lower temperature. . increases 
unit life. No complicated water 
systems. 

* VANES—Composition..No springs 

. automatic take-up for wear. 

«AUTOMATIC SHAFT SEAL—No shaft 
packing . . eliminates oil leakage 
and frequent adjustment . . pre- 
vents vacuum loss. . reduces 
friction. 

« ROTOR—does not touch casing. 


* SIMPLICITY—No gears, springs or 
reciprocating parts. 



















Nine sizes—1 to 23 C. F. M. 
Vacuum to 28” 
Pressures to 30 Pounds 


« COMPACT — Direct drive at motor 
speed. 


© ADAPTABILITY—Can be used as 
either vacuum or pressure pump. 










Write at Once for complete FREE 
Engineering Catalog and Performance 
Data of Gast Air Pumps. Address: GAST 
MFG. CORPORATION, 103 Hinkley St., 
Benton Harbor, Mich. 






Co | 


ROTARY AIR 
PUMPS 







When inquiring specify FEP1039 — see information request blank, pgs. 14-15 


RUBBER TIRED TRUCKS 
SAVE FLOOR REPAIRS 


And they make materials han- 
dling easier too, and more eco- 
nomical. Your choice of molded 
on or pneumatic tires in wide 
variety of sizes. 


NEW LOW PRICES ON 
STEEL FRAME TRUCKS 


A full range of sizes and styles to 
choose from. Metal tired wheels 
if you prefer. One piece steel 
frames, Hyatt roller bearings, 
cast steel axle boxes and pockets, 
hardwood platforms... at prices 
lower than many wooden frame 
trucks of like capacities. 





Special Bodies to handle all kinds 
of materials — box bodies, stake 
end racks, etc. Special bodies 
built to your order. Also, “lift 
truck type” Jak-Tung trucks. 





Ask for catalog illustrating uses. 


TRUCK & CASTER CO. 


4154 Mississippi River 
KEOKUK, IOWA 


Jak-Tung Trucks 


HOMAS 





When inquiring specify FEP1040 — see information request blank, pgs. 14-15 
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Power Operated Conveyor System 


Needs minimum supporting structure; self-feeding and 
clearing; operates within dust-tight casing 


Uses — For posi- 
tive and continu- 
ous conveying of 
flowable granular, 
crushed, ground 
or pulverized ma- 
terials of a non- 
corrosive, non- 
abrasive nature, 
in capacities of 
one to 140 tons 
per hour. Ma- 
terials falling in- 
to the three fol- 
lowing classifica- 
tions can be han- 
dled: (1) Loose 
flowable ma- 
terials not con- 
taining unbreakable lumps; (2) Fine powdery, dusty 
materials where agitation, packing or exposure to atmos- 
phere or fumes is dangerous, harmful or undesirable and 
(3) Fragile substances requiring slow, gentle conveying 
to minimize grinding, churning, breakage or degradation. 
Features—“Bulk-Flo” system is simple, compact and re- 
quiring but a minimum of supporting structure. It is self 
feeding and clearing, needing no separate feeder; operates 
within a dust-tight casing; moves material gently and 
quietly; and requires relatively little power for opera- 
tion. These elevating and conveying units are flexible 
and may follow almost any desired path—horizontal, ver- 
tical or curvilinear, and a single self-contained unit may 
carry in all these directions in the same vertical plane. 
Conveyor loads itself from hoppers, bins or chutes with- 
out flooding over overloading. Feed and discharge open- 
ings, also openings for inspection and access, are readily 
provided in casing to meet the individual installation. 
System requires about 1/5 the cross section of a bucket 
elevator of like capacity, 1/3 that of a belt conveyor, and 
about 1/4 the cross section of a flight conveyor. 
Description—The conveying medium uses a special chain, 
usually made of malleable iron, to which solid peak-top 
flights are rigidly attached at every pitch. These divide 
the material in the conveyor duct into a continuous series 
of batches, which are moved positively by the peak-top 
flights, whether there be full load or only partial load. 
Operates without churning action at chain speeds of 10 to 
80 ft. per minute. Automatic relief is afforded material in 
passing around curves as flights diverge radially at curves. 
Safety release acts quickly in event of jamming from 
entrance of foreign material. Clean outward discharge is 
provided. Book No. 1975 contains complete specifications. 


LINK-BELT CO., Dept. FEP, 307 N. Michigan Ave., Chi- 
cago, Ill. 


When inquiring specify FEP1041 — see information request blank, pgs. 14-15 


Have You A New Product? 


If you have recently developed a new or im- 
proved product, a piece of laboratory or plant 
equipment or a new material, of specific interest 
in any line of food manufacturing .. . send it to 
our Editors. 

Through FOOD EQUIPMENT PREVIEW’S edi- 
torial pages they will introduce it to this great 
field . . . with more than 32,000 copies of this 
publication covering every plant. This service 
costs you nothing, and there is no obligation. 
Write— 


The Editors, FOOD EQUIPMENT PREVIEW 
737 N. Michigan Avenue 


BULK-FLO CONVEYOR 
has peaked flights 


Chicago Illinois 








' 













for every industrial use. Screens for abrasives, 
chemicals and powders in Plain Steel, Tinned, 
Brass, Copper, Bronze, Monel and Stainless 
Steel. 
Woven Wire Cloth in standard sizes. Send for 


Stock List of Wire Cloth available for immedi- 


complete stock of Galvanized-after- 


ate shipment. For help in choosing screen and 
metal you require, ask for Catalog 11-F, 
for FAST service call on 


Buffalo Wire Works Co., Inc. 


Established 1869 as Scheeler’s Sons 


427 TERRACE BUFFALO, N. Y. 


When inquiring specify FEP1042 — see information request blank, pgs. 14-15 
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MOTORS 






Convenience features of 
the new G-E Tri-Clad 
motor pay off in pre- 
cious minutes sav 

The shape and com- 
pactness of Tri-Clad 
motors make them easy 
to handle. A roomy 
conduit box and perma- 
nently identified ter- 
minals make them easy 
lo wire. 

Tri-Clad motors are quickly mounted or altered and are simple 
to align because the reversible stator lets you put the conduit 
box on the most convenient side, and the end shields can be 
rotated to any of four positions. 

Tri-Clad motors meet the many adverse conditions commonly 
found in industry with three extra protection features: 


1. Extra protection against physical damage 
2. Extra protection against electrical breakdown 
3. Extra protection against operating wear and tear 


Bulletin GEA-3580, General Electric, Schenectady, N. Y. 
BUILT FOR PROTECTION FIRST .... TO LAST 


) ELECTRIC 


When inquiring specify FEP1043 — see information request blank, pgs. 14-15 
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EASY: 
READING 


At Long Distance! 


struction ... costs no more... 
practically eliminates main- 
tenance and replacements. 
Write for Bulletin 148-5. The 
Foxboro Company, 174 Ne- 
ponset Avenue, Foxboro, 
Mass., U.S.A. Branches in 25 
principal cities. 


Here's a dial-type Temperature 
Indicator that is genuinely ac- 
curate and speciaily designed 
for quick, accurate reading! 
Can be located anywhere up 
to 200 feet from bulb. Clear-cut 
dial figures give easy readings 
20 feet away. All-metal con- 


FOXBORO 


Reg. U. S. Pat. Off. 


TEMPERATURE 
INDICATORS 





When inquiring specify FEP1044 — see information request blank, pgs. 14-15 


% 


™< AUTOMATIC TEMPERATURE and 
{ HUMIDITY CONTROL CABINETS 
2 





Why guess? Why use makeshift equipment? If you have 

problems that need scientific temperature and humidity control, 
in development of bacterial cultures, fermentation, speeded up 
germination and other food and beverage research work .. . then 
you need one of Anets Laboratory Cabinets. They’re tested and 
proven in use by Big Names in the food, milk, chemical and bev- 
erage field. Write for new illustrated Bulletin No. 168. 


ALL-ELECTRIC* GENERATES IT’S 
OWN STEAM 


Yes, you can have these precision labora- 
tory cabinets in the all electric type. Com- 
pletely automatic in operation, with tell-tale 
indicator lights to show when supply lines 
are “‘on” or “off”. Convenient dry and wet 
bulbs mounted on control panel for easy ac- 
curate settings. Forced draft circulation 
for positive uniformity. 


AUTOMATIC FEATURES 


Automatic allelectric steam generator supplies 
humidity. Enclosed in air conditioner case. 


Automatic electric radiant heaters supply temper- 
ature. Positive and precise in operation. 


Automatic water feeder supplies water to steam 
generator, wet bulb and wet bulb controller. 


Automatic temperature and humidity controllers. 
Permanently sealed-in so that dust and dirt can- 
not affect their split-second accuracy. 





ANETSBERGER BROS. trie. “iin. 


When inquiring specify FEP1045 — see information request blank, pgs. 14-15 
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Synchronous Motor-Operated Timers 
Compact units have instantaneous reset feature 


Uses—For every 
kind of machin- 
ery or industrial 
process which 
must be time 
controlled or for 
electrical circuits 
where a time de- 
lay action is re- 
quired. 
Features — 
Timers have in- 
stantaneous reset 
feature and 
when restarted 
they repeat the 
timing without 
manual reset. 
Units are com- 
pact. Due to vis- 
ibility of the 
whole scale and 
the knife - edge 
pointer, very ac- 
curate settings 
can be made. Ad- 
ditional point 
(progress indica- 
tor), mounted on 
control shaft, rotates with switch operating member and 
shows at all times how much of cycle has elapsed or time 
it takes before switch trips. This progress pointer in- 
stantly resets with switch arm. Standard construction 
includes adequate dust protection for essential operating 
units. 


Description—Made in Types RSIC and TDIC, these time 
relays consist of a synchronous motor unit which rotates 
a switch operating arm when the magnetic clutch mech- 
anism is energized. When clutch magnet is deenergized, 
it releases the switch operating arm, returning it instant- 
ly to a starting position by means of a reset spring. Start- 
ing position of switch arm which determines time setting 
is controlled by micrometer setting knob located on top 
of housing or with frictionally held stop arm, if con- 
cealed adjustment is desired. Shock absorbing member 
is provided on stop arm to protect switch operating as- 
sembly from shock. Relays can be mounted in any po- 
sition. Main switch unit is quick-make, quick-break 
type with silver contacts rated 10-ampere, 115 v or 5 
ampere 220 v or 3 ampere 440 v A.C. Switch will oper- 
ate satisfactorily a % H.P. motor load, 1,000 water heater 
load or 250 watt lamp load. Motor is slow-speed, 450 
RPM self-starting type. Various time scales are avail- 
able. 


R. W. CRAMER CO., Dept. FEP, Centerbrook, Conn. 


When inquiring specify FEP1046 — see information request blank, pgs. 14-15 





TIME RELAY... 
motor operated 


Control Instruments for Canning and 
Preserving 


Well illustrated 16-page booklet offers a concise pres- 
entation of usable information on control instruments 
for the canning and preserving industry. Included are 
working drawings of many food processing operations 
such as catsup and chili sauce sterilizer temperature 
control, blancher temperature control, jam and jelly 
cooking kettle temperature control, etc. Various mod- 
els of the controllers are shown in detail with specifica- 
tions for each. Catalog No. 12-5 is available on request. 


BROWN INSTRUMENT CO., Dept. FEP, Wayne & Roberts Aves., 
Philadelphia, Pa. 


When inquiring specify FEP1047 — see information request blank, pgs. 14-15 





INSTRUMENTS OF CONTROL 






Safety-Head Angle Centrifuge 


Sixteen-page catalog features a line of centrifuges, with 
all models illustrated, completely described and prices 
supplied. Of particular interest is the new safety-head 
angle centrifuge that gives a speed of approximately 5000 
R.P.M. on direct current with six 15 ml. tubes loaded 
and 4200 R.P.M. on A.C. with same load. Catalog No. 
111 is available on request. 

CLAY-ADAMS CO., Dept. FEP, 44 East 23rd St., New York, N. Y 
When inquiring specify FEP10,8 — see information request blank, pgs. 14-15 


Automatic Reversing Motor Starter 


Compact unit with all wiring and terminals readily 
accessible in front of reverser 





REVERSING AUTOMATIC starter... 


compact unit 


Uses—For hoists, cranes, mixing equipment and all other 
reversing applications. 

Performance—Contactors making up the reversers, are 
rated by the Underwriters’ Laboratory at 5 H.P. 110 volt, 
10 H.P. 220 volt, 15 H.P. 440 volt, but when used on 
reversers these ratings are cut in half by manufacturer 
to 3 H.P. 110 volt, 5 H.P. 220 volt and 7% H.P. 440 volt. 
This insures high over capacity to take care of extreme 
plugging loads. 

Features—Starters are very compact for their ratings. 
All terminals and wiring are readily accessible in front 
of reverser. Contacts are of heavy fine silver inlaid on 
copper. 

Description—Operation is by a power unit mounted on 
rubber grommets. Moving parts travel on a hardened 
involute gear tooth bearing which restricts travel to a 
predetermined plane. The B-5R model can be furnished 
with mechanical or electrical interlock and is available in 
4 poles or less which can be normally open or closed as 
desired. 


BENDER WARRICK CORP., Dept. FEP, East Maple 
Road, Birmingham, Mich. 
When inquiring specify FEP1049 — see information request blank, pgs. 14-15 


Laboratory and Instrument Journal 


“Cenco News Chats” is a journal of scientific instru- 
ments and laboratory apparatus; with significant in- 
formation about new developments and procedures. 
Many new types of equipment are described and pic- 
tured in its pages. Available on request and sent to 
those interested in experimental science. 

CENTRAL SCIENTIFIC CO., Dept. FEP, 1700 Irving Park Road, 
Chicago, Il. 

When inquiring specify FEP10s0 — see information request blank, pgs. 14-15 
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Visio-Ratio Gage 
Performs functions of an air-flow indicator, a fuel-flow 
indicator and a ratio indicator 


Uses — Gage is 
used in steam 
generating 
plants, for air 
conditioning, or 
any place 
where there 
exists a_ rela- 
tion between 
any two varia- 
bles such as 
fuel to air or 
where any ra- 
tios of measur- 
able fluid or 
liquid flow are 
involved. 
Features — 
Major feature 
of gage is the 
crossed  point- 
ers, for the spot 
where the pointers cross indicates on a second scale 
the exact ratio existing between the values repre- 
sented by the two pointers. Provides speedy method of 
obtaining ratios that would not be apparent in separate 
instruments or conventional scales. By means of cross 
pointer scale, the operator can change ratio of fuel to air 
at will and also know what change has been made in 
quantities of fuel or air as well as air-fuel ratio. 
Description—Scales illustrated are calibrated in terms of 
air flow and gas flow but gauge may be used for showing 
existing ratio between any two of the following functions: 
flow of oil or other measurable fluid, pressure, draft, suc- 
tion, temperature (up to 1000 deg. F.), speed in R.P.M. or 
inches per min., position, level and others. 


HAYS CORPORATION, Dept. FEP, Michigan City, Ind. 


When inquiring specify FEP1051 — see information request blank, pgs. 14-15 





VISIO-RATIO GAGE 


measures 2 variables 


Fermentometer Determines Thiamine 


Complete fermentation tests made in three hours by 
persons who need not have technical knowledge 


Uses — Provides a 
means of determin- 
ing thiamine (Vita- 
min B,) by the 
speedy, simple and 
accurate yeast fer- 
mentation method. 
The instrument has 
universal applica- 
tion in field of vita- 
min determination 
and control, since 
it can be applied to 
all foods, many bio- 
logical fluids, plant 
and animal tissues, 


metabolic studies, 
etc. 
Features — Instru- THIAMINE DETERMINATION 


ment’s use permits made in three hours 


five different or 


similar samples and the control to be run simultaneous- 
ly. Complete fermentation tests are made in three hours 
by persons who need not have technical knowledge. 

Operation—lIt is only necessary to prepare a fine suspen- 
sion or solution of the sample in water, add the neces- 


DECEMBER-JANUARY, 


1941-42 









sary reagents, and place the sample in the fermento- 
meter. After a specified time, the volume of gas gen- 
erated within the gasometer assemblies is read and the 
thiamine content computed. 

Description—The instrument consists essentially of a wa- 
ter bath (maintained at a constant temperature of 30 
deg. C., plus or minus 0.25 deg. C.), a shaking device, 
and a battery of gasometer assemblies. Shaking device 
shakes the fermenting solutions (contained in the fer- 
mentation reaction bottles) so that carbon dioxide pro- 
duced as a consequence of fermentation will be given 
off uniformly and pass to the manometers where its vol- 
ume is measured. Complete description is available in 
Bulletin 2104. 


AMERICAN INSTRUMENT CO., Dept. FEP, 8010-8020 
Georgia Ave., Silver Spring, Maryland. 


When inquiring specify FEP1052 — see information request blank, pgs. 14-15 


Multiple Boiler Water Control 


Maintains safe and proper water levels in two or more 
boilers with just one boiler feed pump 


Uses—Control is suitable 
for pressures up to 150 
Ibs., for all boilers up to 
250 H.P. It can be used 
with any type of steam or 
motor driven boiler feed 
pump. Can also be ar- 
ranged with a duplicate 
“stand-by” pumping unit. 
Features—System is elec- 
trically controlled and 
completely automatic in 
operation. Two stationary 
electrodes, of different 
lengths, are mounted in a 
small holder on each boil- 
er. There are no moving 
parts which can jam or 
clog or become inopera- 
tive because of scale ac- 
cumulation. By use of 
pressure equalizing pump 
(see diagram), 
boiler pressure is 
admitted to suc- 
tion side of pump 
during operating 
cycle, equalizing 
pressure at pump 
inlet with boiler 
pressure, just as 
it is done with a 
return trap. As 
a result, it is not 
necessary to 
pump against boiler pressure, but merely to lift water 
against low static head. Operating principle enables 
pump to handle condensate at higher temperatures with- 
out danger of vapor locking. 

Description—When water level in any boiler falls below 
the longer electrode an electric current is disturbed which, 
through a relay, starts boiler feed pump. At the same 
time a motor-operated valve is opened to divert the pump 
discharge into the boiler requiring water. When water 
level reaches desired level the pump stops. When re- 
quired, all boilers can be fed simultaneously. Low water 
alarm or water cut-off of stoker or burner can also be 
provided for each boiler. 


JOHNSON CORP., Dept. FEP, 826 Wood St., Three Riv- 
ers, Mich. 


When inquiring specify FEP1053 — see information request blank, pgs. 14-15 





ELECTRODE HOLDER 


. interior view 





BOILER CONTROL HOOK-UP 
on two boilers 















Wheelco 


PRESENTS 


Wheelco continues to set the pace in control instrumentation 
standards by combining Program Control with the Proved- 
in-Service Superiority of the Wheelco Therm-otrol (‘Radio 
Principle” Thermometer Controller). 


This new control combination permits the enforcement of 
any desired heating or cooling cycle, with completely auto- 
matic temperature regulation, plus the benefits of the ex- 
treme control sensitivity which distinguishes all Wheelco 
“Radio Principle’ Controllers. These Controllers have un- 
limited applications in all types of processes for measuring 
—recording or indicating—and controlling temperatures up 
to 1000°F., or equivalent °C. 


The Wheelco Recording Program Therm-otrol gives you in- 
stantaneous control, an extremely accurate temperature rec- 
ord, and dependable, automatic program supervision. 


Complete information on this new instrument is given in 
Bulletin G502. Write for your copy without obligation. 


Wheeles Insthuments Co. 


839 HARRISON STREET + + + CHICAGO, ILLINOIS 


When inquiring specify FEP1054 — see information request blank, pgs. 14-15 


OPERATING 
eid! 


Vy 


TWO INSTRUMENTS IN ONE—Com- 
pening seommonssusocagnmnne win 
an indicating thermometer gives a 
visual check on the performance 


of the regulator and makes it easy 
to adjust it for the required opera- 
ting temperature. 


EASY TO INSTALL— Both ther- 
mometer and regulator operate 
from the same thermal system. 


Write for Circular 3505 


THE POWERS REGULATOR CO., 2769 
Greenview Avenue, CHICAGO—231 E. 46th 
Street, NEW YORK— Offices in 47 Cities. 
See your phone book. 


? 
CCTTTTTT TTT TTT TTT Tr 


of Automatic Temperature and Humidity Control 





When inquiring specify FEP1055 — see information request blank, pgs. 14-15 
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THE ARMY DEFENSE 
BEHIND THE PROGRAM 


PRECISION — The 
password for Thermometers 
acceptable to Government in- 
spectors. 

Sockets:—For Industrial Thermometers 

For Dial Thermometers 

For Recording Thermometers 

For Laboratory Test Thermometers 
All are made to split-hair precision for extreme 
accuracy and rapid registration of temperature. 
To pass Government inspection, thermometers 
and sockets must be made right and sluggish in- 
struments have no place in the National Defense. 
INDUSTRY, serving the Nation’s needs, requires 
the same precision and accuracy. You will find 
PALMER Thermometers to fill this requirement 
perfectly. Write for Catalog #300-D. 


THE PALMER CO. 


Mfrs. Industrial, Laherstery & Dial Thermometers 
2519 Norwood Ave., ‘oleelanaal’ Rw Ohie 
Canadian Plant: King ‘& George Sts., Toronto, Canada 


When inquiring specify FEP1056 — see information request blank, pgs. 14-15 


Electric 
and 
Mechanical 
Counting 
Equipment 
for Food 
Industries 


Equip your conveyors with these up- 
to-the-minute counters for checking 
bottles, cases, cans...operated photo- 
electrically (above) or mechanically 
(center and right)... ruggedly con- 
structed for severe usage...rustproof. 


Full details in catalog 10. 
Send for your copy today ! 


DURANT MFG. CO. 


1951 N. Buffum St. , 192 Eddy St. 
Milwaukee, Wis. Providence, R. I. 


When inquiring specify FEP1057 — see information request blank, pgs. 14-15 
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INSTRUMENTS 


Motor-Operated Sanitary Valves 


Sanitary construction of corrosion resistant alloys; for 
level or flow control 


Uses—Designed to meet sanitation re- 
quirements in processed food products, 
dairy, beverage, and chemical process in- 
dustries. Uses include liquid level con- 
trol; liquid level or density control in 
evaporators and driers; flow control of 
corrosive solutions in chemical processing 
plants, water, sewage, and water treating 
equipment; control for sterilizers or pas- 
teurizers of fruit and vegetable juices, cat- 
sup, chili-sauce, etc., when used with ther- 
mostats or temperature recording control- 
lers; automatic successive filling of multi- 
ple storage vats for milk, wort and other 
liquids. 

Features—Valve bodies can be easily dis- 
connected from motor-operator unit for 
thorough cleaning. Operator is of heavy 
duty construction with tight - fitting, 
splash-proof cover. Valve body is sanitary 
cross type with rising stem. Valves have 
no internal threads and are machined and 
polished to eliminate all pockets where 
food might lodge and decay. Simple sanitary ring seal 
supported by metal disc and compressed by the bonnet 
nut is used around valve stem. Various body materials 
for corrosion-resistant service are available for various 
requirements. 

Description—Valves may be installed in any position, al- 
though it is preferable that they be installed with oper- 
ator above valve body. Two-position-reversing-propor- 
tioning type, made in sizes 1”, 1%”, 2”, 2%”, 3” and 
4”. Control is three wire, single pole, double throw 
switch, or equivalent. Power requirements are 115 or 230 
volt, 60 cycle standard. For further details see Price 
Sheet F-1660-1 TC. 


BARBER-COLMAN CO., Dept. FEP, Rock St., Rockford, 
Ill. 
When inquiring specify FEP1058 — see information request blank, pgs. 14-15 


SANITARY 
VALVE 


Refinements Made in Controller 


Universal rectangular case for any type mounting; has 
no protruding hinges, hasps or adjustment knobs 


Uses—For appli- 
cations involving 
control of tem- 
perature, pres- 
sure, liquid level 
or flow. 

Features — New 
design incorpor- 
ates refinements 
while retaining 
major operating 
principles of pre- 
vious model con- 
trollers. Univer- 
sal rectangular 
case is suitable 
for any mounting 
method. When 
panel - mounted, 
instrument ex- 
tends only %” 
from panel sur- 
face. There are 
no protruding hinges, hasp or adjusting knobs. A dual 
pressure indicator, replacing the customary two small 
gauges, is easily seen through rectangular opening in 
door. 
All operating adjustments are made from front of case; 


CONTROLLER has 
new refinements 








Interior illumination is provided when desired. 


| 
| 


$6200 SAVED YEARLY 
By Using G-E Time Switches 


Here are facts about the savings made 
by G-E time switches in our West 
Lynn factory: 


Number of switches 
Installation cost 
Yearly savings 


These time switches save operators’ 
time by turning ovens on and off at 
exactly timed intervals, by operating 
conveyors, and by controlling drying 


General-purpose time - 
and curing processes. 


switch (Type T-44) 


TIME SWITCHES BOOST OUTPUT 


Savings can also be expressed in terms of increased output. 
Time switches can turn on heating units so they'll be ready 
for use when workers arrive. They can time machine oper- 
ations, freeing operators for productive work—often doubling 
their output. 


There is a G-E time switch available for every purpose. Ask 
the nearest G-E office for recommendations. General Electric, 


Schenectady, N. Y. 


GENERAL (% ELECTRIC 


When inquiring specify FEP10s9 — see information request blank, pgs. 14-15 


COST IS NO LONGER 
La 


— to automatic control 
of the boiler water level 


R= plant operator wants the safety 
and the peace of mind that comes 
with automatic control of the boiler 
water level. 


Since the development of the Johnson 
Boiler Water Control it is possible to 
have absolutely dependable water level 
control without the expense of elaborate 
equipment. 


The Johnson Boiler Water Control is 
low in cost, and simple to install, because 
it utilizes a new method of electrical oper- 
ation. There is no piping; the control 
unit is simply installed i in the gauge glass 
tappings as illustrated 
then wired to a 
dependable relay that 
operates a feed valve or 
controls a boiler feed 
pump. It may also be 
used as a low water cut- 
off or low water alarm. 
Takes care of pressures 
up to 300 lbs., maximum. 


@ Close-up view 
of the electrode 
holder used with 
the Johnson Boiler 
Water Control. 
Diagram below 
shows system for 
adding make-up 
water. Can also 
be used to control 
boiler feed pumps 
or as low water 
cut-off. 
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When inquiring specify FEP1060 — see information request blank, pgs. 14-15 
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Safe Convoy for Hands 
in Food Industries 


Stanzoil Gloves of amazing 
Du Pont neoprene keep 
busy hands in fighting trim 














de for daily top production 
st in Food-processing Plants! 
Some of the most essen- 
4 tial materials in your 
5 processes are also the 
o most dangerous for your 
employes to handle. 

3’ “Innocent” things like 
at oils, fats and greases; 
8 ‘ and solvents; and others 
ig STANZOIL NEOPRENE GLOVES— not-so-innocent, like 
in Black and White caustics and many acids, 
All take toll of unprotected hands — infections, burns, 
other disabling injuries result in slowed-u _— 

lost time, disability claims—and you foot the bill! 
Give Safe Convoy. Supply Stanzoils to every employe 
y who needs them, and you provide a positive measure 
° of welfare and safety that comes straight back in benefits 
g to you: increased man hours on the job; greater pro- 
duction; steadier production; higher operating profits. 
, We cannot fill volume orders, but if you wish to extend 
| research into your own business, we will send youa pair 
; of Stanzoils at the present industrial price. 

‘ Synthetic Rubber Division 
W/UPeiea THE PIONEER RUBBER CO. 
“On 263 TIFFIN ROAD, WILLARD, OHIO, U.S.A. 
PIONEER NewYork «+ Chicago °¢ +-Los Angeles 
MADE W/TH DU PONT NEOPRENE 
. 14-15 


When inquiring specify FEP1061 — see information request blank, pgs. 14-15 


ANNOUNCING 
NIAGARA 


GYRO-LAB SIFTER 


A GYRATING SCREEN 


Shown for first time at the Chemical Show 


New Niagara Gyro-Lab Sifter is a double 
purpose sifter for use in exacting laboratory 
tests and for continuous production sifting of 
small quantities of materials. 





This is the first machine ever designed and 
built to exactly duplicate results obtained on 
mass production equipment. 


If you did not attend the Chemical Show, 
write now for complete catalog describing 








— this sensational laboratory sifter. 
et 
RICHMOND MANUFACTURING CO. 
o 22 Gooding Street Lockport, N. Y. 
— Separation Specialists Since 1863 
14-15 When inquiring specify FEP1062 — see information request blank, pgs. 14-15 
EW DECEMBER-JANUARY, 1941-42 








INSTRUMENTS 


entire operating mechanism is protected and concealed 
behind a removable plate. 

Operating Functions—Instrument has three functions: 
(1) The proportional function, providing uniform pneu- 
matic proportional action, adjusted to the smallest value 
that will result in stabilization following a disturbance 
of process conditions; (2) the reset function, the second- 
ary controlling function, acts simultaneously with pro- 
portional function, establishing stabilization at desired 
point of control; and (3) the third function provides a 
temporary additional correction, determined by the rate 
of change in any disturbance of conditions. If rate of 
change is fast the additional correction is large; if rate 
of change is slow, correction is negligible. Operation of 
third function is entirely automatic, being governed by 
the proportional and reset adjustments. Recording and 
indicating Model] 30 controllers are described in detail in 
Bulletin A-252, available on request. 


FOXBORO COMPANY, Dept. FEP, 174 Neponset Ave., 
Foxboro, Mass. 
When inquiring specify FEP1063 — see information request blank, pgs. 14-15 


Compact Combination Starter 


Magnetic and disconnect switch in same enclosure save 
wiring, provide safer operation 


Features—By com- 
bining a magnetic 
switch with a hand 
disconnect switch in 
the same enclosure, 
these starters save 
wiring, insure great- 
er safety to opera- 
tor and result in 
compact installation 
of improved appear- 
ance. All sizes of 
starters have inter- 
rupting capacity of 
at least ten times 
the maximum horse- 
power rating. Both 
disconnect switch 
and solenoid switch 
have silver alloy 
contacts which do 
not form insulating oxides. Therefore, filing and dressing 
of contacts are eliminated, resulting in longer contact life. 
Description—Starters are available in four sizes with va- 
riety of enclosures, with or without fuse clips. Ratings 
range from 2 hp, 220-440-550 volt for the Size O starter to 
30 hp, 220 volt, and 50 hp, 440-550 volt for Size 3 starter. 
Locked rotor currents are disrupted by either the solenoid 
or disconnect switch. Cover cannot be opened unless dis- 
connect switch lever is “Open.” Three holes in lever of 
disconnect switch permit switch to be locked when lever 
is “Off,” and one, two or three padlocks can be used. All 
contacts and wiring are in front for easy installation, and 
white-enameled interiors make terminals and -other de- 
tails stand out in dark locations. 


ALLEN-BRADLEY CoO., Dept. FEP, 1311 S. First St., Mil- 
waukee, Wis. 
When inquiring specify FEP1064 — see information request blank, pgs. 14-15 





COMBINATION STARTER 


. ++ Saves wiring, safer 


Y-Type Pressure Reducing Regulators 


Two-color, eight-page booklet gives details of these 
pressure reducing regulators. Interesting application 
chart shows where certain types of these regulators are 
used, and other details concerning those applications 
are included. Several line drawings and photos illus- 
trate the various models and descriptive material in- 
cludes features, operation, installation, etc. 


FOOTIE, DAGINEERING CO., Dept. FEP, 124 Monroe St., New- 
ark, N. J. 
When inquiring specify FEP1065 — see information request blank, pgs. 14-15 





For Packaged Food Check- 
Weighing Operations... 


Fraction ounce overweight in thousands of 
small packages mounts to a serious loss in 
profits. In packaged food products with 


today’s close margins accurate weights are 
vital. Don’t let automatics or hand weigh- 


ing operations go unchecked. Be safe and 
check weigh on EXACT WEIGHT Scales. 
A wide range of models for any type of 
production line are available for bags, cans, 
cartons or glass 
containers. Equip- 
ment comes with 
either scoops or 
platters as ordered. 








EXACT WEIGHT Model No. 233—Features Tu- 
way Tower and backset dial (30 degrees angle). 
Easy-to-read, fast, accurate in high speed produc- 


Write for the new 1942 
Food Packaging Catalog. 


tion checkweighing. Capacity to 3 Ibs. It's free for the asking. 


THE EXACT WEIGHT SCALE CO. 
32 W. Fifth Ave. Columbus, Ohio 


THERE IS NO SUBSTITUTE FOR EXACT WEIGHT 





When inquiring specify FEP1066 — see information request blank, pgs. 14-15 


WL Ypee 
YOU SHOULD 


KNOW ABOUT 





What It Is... How Others are Using It 
To Cut Production Costs, Save Money 


Are you passing up important savings in YOUR plant through failure 
to investigate what BECKMAN pH Control can do for you in ‘7. 
ing quality of your product ... in maintaining uniformity of flavor, 
color and “body”... in reducing waste of costly materials? 


Every executive—whether in the plant or front office—should send for 
this new booklet. Simple, easy to understand, it gives the essential 
facts about pH—what it is, how it’s used, where it fits into modern 
processing operations. With this basic understanding of pH, you 
may discover unsuspected economies in your plant operations .. . 
ways of doing the job better—faster—for less. Send today for your 
free copy of this valuable booklet! 


BECKMAN—The Leading Name in pH! 


Beckman pH Equipment offers vital advancements no other make or type of 
pH equipment provides. There is a size and type of an instrument for 
every purpose, from portable meters for plant and field use to automatic 
equipment for large scale process control! 


World’s Largest Manufacturer of Glass Electrode pH Equipment! 


NATIONAL TECHNICAL LABORATORIES 


SOUTH PASADENA, CALIFORNIA 


i ae LEADING NAME IN pH 





When inquiring specify FEP1067 — see information request blank, pgs. 14-15 


Page 15 





sae PE ee 


Wins 


SE PO RF we 


RPO IP OR TTT nia cease 


CONSULT JEFFREY ENGINEERS 


Left — Jeffrey-Traylor Type H direct type dryer 
—using principle of balanced electric vibration. 
Either perforated or louvered conveying surface, 
through which drying or cooling air or gasses are 
passed. Also indirect type dryers and coolers with 
solid conveying surface. Material 
conveyed at automatically-controlied 
rate and depth. 


Dust-tight sanitary elevator conveyor — Jeffrey Mass-flo— for handling 
materials in horizontal or vertical direction. L-type Mass-flo shown at 
right. Self-cleaning — self-feeding — oper- 
ates with full or partial load. Some of 
the materials handled include: 
Barley 
Beans 
Borax 
Bran 
Casein 
Cereals 


Soy beans 


Jeffrey-Traylor Waytrol (above)—a pre- Soda 
cision unit for accurate weighing, feed- Starch 
ing, batching and proportioning. Elee- Sugar 
trically controlled, feeding rate may be Tale 
changed instantly to exact requirements 
of synchronous weigh belt. Various sizes 
for small or large capacities. May be 
remotely controlled. 


it'll pay you to consult Jeffrey Engineers—Specialists in Material Handling. 


THE JEFFREY MFG. CO. @) 


866-99 NORTH FOURTH STREET COLUMBUS, OHIO 


St. Louis 
Pittsburgh 
Salt Lake City 
Seranton 
Terre Haute 


Houston 
Huntington 
Milwaukee 
New York 
Philadelphia 


Baltimore Cincinnati 
Birmingham Cleveland 
Boston Denver 
Buffalo Detroit 
Chicago Harlan 


When inquiring specify FEP1068 — see information request blank, pgs. 14-15 


FASTEST 
METHOD OF 
ASSEMBLING 
}\ AND SEALING 


@ Morrison Wire Stitching 
Machines with the new Type- 
SL Stitching Head meet today’s 
demand for the fastest, safest, 
most economical method of 
assembling and sealing corru- 
gated and solid fibre containers 
and numerous other types of 
fastening work. 


} Don’t delay! Write for complete 
information, catalog data NoW! 


SEYBOLD DIVISION, Harris Seybold -Potter Co. 
844 Washington St. + Dayton, Ohio 


l 5 


WIRE STITCHING MACHINES 


When inquiring specify FEP1069 — see information request blank, pgs. 14-15 
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INSTRUMENTS 


Multi-Purpose Laboratory Sifter 


Produces same results as on larger, production equipment; 
uses high speed, short-throw principle 


Uses—For conducting both continuous flow and time- 
limit laboratory sifting tests. 

Features—Designed and built to produce same results as 
on mass-production equipment of large size. Uses the 
high speed, short-throw principle (2” circle of gyration 
at 300 r.p.m.) and thus secures accurate test results that 
can be easily and quickly computed into greater capaci- 
ties; also can be used as check on efficiency and produc- 
tion output of operating plant equipment. Sifter can be 
converted from a continuous flow unit into a limit-flow 
test sifter in a few minutes. Entire sifter is dust-tight; 
all bearings, permanently sealed and lubricated. Unit is 
self-contained and compact; plugs into any electrical 
socket. 165 lbs. weight makes unit portable. 
Performance—Sifter is designed to separate and grade 
dry materials on 2 to 250 mesh per lineal inch screens. 
Description—With the continuous flow arrangement, the 
sifter uses 4 screens and four “fines” discharge pans. The 
screens are arranged in series, the feed-in material enter- 
ing sifter passing over each screen successively, discharg- 
ing one “coarse rejects” and one to two “fines.” Three 
accurate grades can be obtained on any quantity of ma- 
terial without stopping the sifter or interrupting the flow 
of feed. Changing sifter from continuous flow to limit- 
flow operation consists of removing the continuous flow 
screens and discharge pans from sifter box, and substi- 
tuting eight limit screens. With this arrangement, a 
measured sample is placed on the top limit screen; sifter 
is run for a specific time period, controlled by limit- 
timing switch which shuts off sifter automatically. Can 
be run from one to 15 minutes. When sifter stops, screens 
are removed and material retained on each mesh is 
weighed. Proportions retained on each mesh provide 
accurate determination of the granulation or size classifi- 
cations of the product. Sifters use % H.P. motors. Di- 
mensions are 18” high to top of sifter box, 22” wide 
overall, and 30” long. 


RICHMOND MFG. CO., Dept. FEP, 22 Gooding St., Lock- 
port, N. Y. 


When inquiring specify FEP1070 — see information request blank, pgs. 14-15 


Direct Reading, “U” Type Manometer 


Four-page, two-color bulletin features these “U” type, 
direct-reading manometers. Several sizes of these instru- 
ments are described and illustrated. Fixed scale and 
well type manometers are also shown in the bulletin. 
Specification details and prices are given for all models 
and sizes. Bulletin No. 30 is available on request. 


TRIMOUNT INSTRUMENT CO., Dept. FEP,37 West Van Buren 
St., Chicago, Ill. 


When inquiring specify FEP1071 — see information request blank, pgs. 14-15 


How to Apply Flow Meters Profitably 


Fifty-two-page handbook of instrument application to 
steam, water, air, gas and viscous, volatile and corro- 
sive fluid measurement. Thorough description of im- 
portant operating details is given on ten different types 
of instruments, including the new Linameter for diffi- 
cult-to-measure fluids, ring-balance meter for low-pres- 
sure gases, electrical and mechanical weir meters, and 
liquid level instruments. Many large photos are used 
throughout the book as well as line drawings and charts 
to show the important features of various instruments. 
Space is devoted to importance of flow records in boiler 
and turbine room operation. Booklet is well indexed. 
Publication No. 3010 is available on request. 
COCHRANE CORP., Dept. FEP, 17th & Allegheny Ave., Phil- 
adelphia, Pa. 

When inquiring specify FEP1072 — see information request blank, pgs. 14-15 
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“Triple Threats” 
Are VERSATILE 
ee 


You Should See The WORLD MODEL S 
Semi-Automatic LABELER In Action! 


Here’s a WORLD Labeler that can tackle any 
labeling job and pass along such perfectly la- 
beled containers at such low cost that your pro- 
duction will reach your goal without your being 
thrown for a loss. Whether you label vials or 
gallon jugs or the many sizes and shapes be- 
tween; whether you apply front labels or back 
labels or all ’round labels; body, neck labels and 
foil, the WORLD Model § will handle any or all 
of ’em with equal ease, economy and efficiency. 


Send us a set of your labeled containers and 
we'll go into a huddle and come through with 
the winning combination of results at low cost. 


ECONOMIC MACHINERY CO. 
WORCESTER - MASSACHUSETTS - U. S$. A. 


When inquiring specify FEP1073 — see information request blank, pgs. 14-15 


OVERHEAD RACK CARRIERS 
CUT COSTS IN BAKERIES 


This hand-propelled Cleveland Tramrail rack carrier system 
handles cakes which come down the chute from floor above. 
Cakes are placed on trays and loaded onto the racks which 
are then pushed between rows of order cabinets. 

Many bakeries are promoting efficiency and cutting costs by 
doing all handling — flour, dough troughs, proof-box racks, 
bread and cake — with Cleveland Tramrail. 

For materials handling ideas write for free booklet 2004-A. 


CLEVELAND TRAMRAIL DIVISION 


WWE CLEVELAND CRANE & ENGINEERING Cao 
1167 East 283rd St. Wickliffe, Ohio 


Other products: CLEVELAND CRANES od STEELWELD MACHINERY 


| When inquiring specify FEP1074 — see information request blank, pgs. 14-15 
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THE ONE NAME TO REMEMBER 


..» for Mixing Equipment 


Seven basic models covering all degrees of 

agitation and all types of fluids and pastes. 

ees medium and heavy duty types, 1/30 to 

§ H.P. 

Semi-enclosed, totally enclosed and explosion 

proof motors. Also air driven models. 

Single speed models, 8 to 1725 R.P.M. 

Variable speed models with speeds as low as 

50 R.P.M. and as high as 2500 R.P.M. 

@ Direct or geared drive, single or dual 
propellers, 3” to 20” in diameter. 

@ Full adjustable swivel clamps. 

@ Metals and alloys for all mixing pur- 
poses. 


Eastern also makes a complete line of 
Vertical and Side Entering Mixers. 


. . . for Husky Midget Pumps 


Open impeller, centrifugal or positive 
displacement (3 to 7%4 gallons per min- 
ute. Pressures from 3 to 50 lbs. per 
square inch). 









Model H-1 


High-speed Universal or non-sparking 
induction motors (1/100 to 1/20 H.P., 
A.C. or D.C. models in standard or 
special voltages). 


e@ Air driven, belt driven or Underwriters’ 
approved explosion proof units also 
available in midget sizes and in vari- 
ous metals and alloys. 


Model “‘E”’ 


@ Sizes as small as 414” long x 234” high 
x 2%” wide. 


@ Weights 2% lbs. to 14 lbs. 


@ Metals and alloys to fit the needs of 


Write for Catalog. any application. 


EASTERN ENGINEERING COMPANY 


44 FOX ST., NEW HAVEN, CONN. 





When inquiring specify FEP1075 — see information request blank, pgs. 14-15 


CLARIFY-RECOVER 
REGENERATE .... 





Investigate how Shriver Filters — better than ever before — 
can give you that important crystal clarity of extracts, syrups, 
oils, liquors, ete., how they can recover sugar from waste 
syrups; how they regenerate cooking fats and oils — at a dis- 
tinct material and labor saving. 


There are no obstacles of size, capacity, materials of con- 
struction, nature of your product, temperature, pressure, clean- 
ing or sanitation which stymie a Shriver Filter. Hundreds of 
cases prove it and Bulletin 110 tells how. T. Shriver & Company 
830 Hamilton St., Harrison, N. J. 


SHRIVER FILTERS 





When inquiring specify FEP1076 — see information request blank, pgs. 14-15 
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Plastic Recording Meter Charts 


For continuous re-use, charts now made in I-EZ colors 
to reduce glare and eyestrain 


Uses—These “Viny- -- 
lite” plastic charts 
are made for con- 
tinuous re-use on 
all types of record- 
ing instruments us- 
ing circular charts. 
Features—New col- 
ors of green, ivory 
and blue reduce 
glare and eyestrain 
to a minimum. The 
charts are non- 
flammable; oil, gas- 
oline and grease re- 
sistant; and entirely 
waterproof. No met- 
er changes are re- 
quired as the charts 
are affixed and re- 
moved in same manner as paper charts. With the new 
colors, different colors can be used as identifying charts 
for different units or operations. 

Description—Same pens are used as on paper charts and 
any of the recording inks provide satisfactory contrast for 
good visibility. At the end of each 24 hours of operation, 
ink record is easily removed from chart surface with a 
damp cloth, and chart is ready for re-use. Each chart is 
guaranteed for daily use over a period of two years un- 
der normal working conditions. Chart centers are rein- 
forced with plastic washers to prevent deterioration, even 
from holding devices using sharp projections. 


PERMOCHART CO., Dept. FEP, 454 Chestnut Road, 
Sewickley, Pa. 


When inquiring specify FEP1077 — see information request blank, pgs. 14-15 





PLASTIC CHART made in 
green, ivory and blue 


Hydrion pH Test Paper Dispenser 


“Vest-pocket” size, dispenser holds and seals two 15-foot 
rolls of test paper 


Description— When 
using this new plas- 
tic dispenser there 
is no container to 
open or close; user 
merely pulls out 
and tears off the 
test paper as need- 
ed. There are two 
types of Hydrion 
paper in each dis- 
penser. Types A and 
B, regularly furn- 
ished, show a dis- 
tinct color change 
for each pH unit 
from 1 to 11, inclusive, according to the color charts in 
the dispenser. These color charts are visible through 
the transpartent walls of dispenser. 


R. P. CARGILE, Dept. FEP, 118 Liberty St., New York, 
me ee 


When inquiring specify FEP1078 — see information request blank, pgs. 14-15 





PLASTIC DISPENSER 
for pH test paper 


Fluorescent Lighting 


Eight-page, two-color catalog and price sheet describes 
and illustrates many models of these fluorescent lighting 
fixtures and accessories. Specifications are given for 
each model and a table of light intensities is included 
as a guide in the proper selection of equipment. 


WIREMOLD CO., Dept. FEP, Hartford, Conn. 
When inquiring specify FEP1079 — see information request blank, pgs. 14-15 




























' JOHNSON ROTARY 
PRESSURE JOINT 


for Dry Cans, Calen- 
ders, lroners, Mills and 
similar machines with 
Poi TT Me Ta Te | 
eae 


Here is a stuffing box 
that needs no oiling, 
adjusting or repacking 


O users of the Johnson Rotary 

Pressure Joint all the troubles of 
the old style stuffing boxes and 
steam fits are a thing of the past. 
No more tinkering, no more valu- 
able production time lost while ma- 
chines are shut down to repack or 
replace stuffing boxes. No more 
trouble from misalignment, either. 


Besides being a better way to get 
steam into rotating rolls, the John- 
son Joint makes possible modern, 
more efficient methods of roll drain- 
age—has helped to step up produc- 
tion as much as 25%. Hundreds of 
installations, in all branches of in- 
dustry, offer conclusive proof that 
the Johnson Joint will bring these 
same savings—pay its own way— 
in your plant. 


Write for new bulletin 


Nipple (1) fastened to 
roll. Sliding collar (2) 
keyed (6) to nipple. 
Carbon graphite seal 
ring (3) and bearing 
ring (4). Spring (5)— 
for initial seating only. 


© Self Oiling 


@ Self adjusting—pres- 
sure sealed. 

@ Completely packless 

@ Self aligning—ab- 
sorbs misalignment 
without loss of oper- 

ating efficiency. 










The Johnson Corporation 
834 WOOD SI., THREE RIVERS, MICH. . 


When inquiring specify FEP1080 — see information request blank, pgs. 14-15 





5 to 1 They’re Due to Sludge! 


. You can’t get good combustion, dependable 
=e oe temperature control or steady, uninter- 
o2* - rupted burner performance when your 

fuel oil tanks are loaded up with sludge. 
But you can get them, when you use 


ae MAGNUS CLEREX 


—which will not only disperse existing 
sludge deposits in your tanks but keep 
sludge from forming thereafter. Every 
YOUR COPY user of heavy fuel oil owes it to himself 
of this helpful to investigate the effective, economical job 
Clerex Bulletin. Clerex will do. 


MAGNUS CHEMICAL CO., INC. 


Manufacturers of Cleaning Materials, Industrial Soaps, Metallic 
renbe. Sulfonated Oils, ulsifying Agents and Metal Working 
subricants. 


173 South Avenue 


\ Si MAGNUS CLEANERS 


ASK FOR 


Garwood, N. J. 





When inquiring specify FEP1081 — see information request blank, pgs. 14-15 
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Og EFFICIENE 


ASTE is out...in time, materials and man power. 
American MonoRail Overhead Handling Equipment 

has proven to hundreds of manufacturers to be the real 
answer to materials handling efficiency. Regardless of 
the type of business, there is a system suited to your 
problems. If you have a difficult or a costly handling 
operation, why not let an American MonoRail Engineer 
suggest a solution. Many times our engineers have 
solved problems that others claim “can’t be done.” 
Definite recommendations will be made and a detailed 
- plan submitted showing just how an American MonoRail 
system can carry your product at the 

lowest possible cost and the highest 

possible efficiency. This service is 

without cost or obligation. Write us 


Ask ton, {cco 
copy jue 
Book" illus- 
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THE AMERICAN MONORAIL CO. 


13109 ATHENS AVENUE CLEVELAND, OHIO 





When inquiring specify FEP1082 — see information request blank, pgs. 14-15 


Page 18 





NEW LITERATURE ... . 





The following literature has been issued recently by manufacturers of the products 


discussed and is available to process production executives on request. 


Address re- 


quests to the publishers by using handy request form, pages 14-15, or write to the 


manufacturers direct. 


Automatic Valves 


Reducing, relief, and back-pressure valves, temperature 
regulators and pump governors—all are profusely illus- 
trated and described in detail in this new catalog of 128 
pages, spiral bound fabricoid cover, three colors, 84x11 
size. Catalog’s features include plentiful engineering 
data, handy indexing system, valve service record sheet, 
many tables and charts of capacities, performance, steam 
flow, etc., effective use of many large photographs and 
engineering drawings, and each type described provides 
data on application, features, operation, dismantling and 
installation, and data for ordering. A copy of this valu- 
able catalog will be sent to executives and engineers 
engaged in those industries serving national defense and 
if request is written on their companies’ letterhead. 
FOSTER_ENGINEERING CO., Dept. FEP, 129 Monroe St., New- 
ark, N. J. 

When inquiring specify FEP1083 — see information request blank, pgs. 14-15 


Balanced Lighting in Industry 


Twelve-page booklet consists mainly of large photo- 
graphs showing lighting conditions in a wide variety of 
applications. Specialized lighting for specific applica- 
tions is thoroughly portrayed in these photos. Another 
section discusses balanced lighting and its benefits. An- 
other page shows a long list of users. Still another sec- 
tion shows 16 different types of special lighting equip- 
ment. Booklet is available on request. 


FOSTORIA PRESSED STEEL CORP., Dept. FEP, Fostoria, Ohio. 
When inquiring specify FEP1084 — see information request blank, pgs. 14-15 


Standard Specifications for Seamless Tubes 
and Pipe 


Revised list of standard specifications for seamless tubes 
and pipe, arranged in handy finger tip form, is available 
on request. Ask for Technical Data Card No. 107A. 
BABCOCK & WILCOX TUBE CO., Dept. FEP, 85 Liberty St., 
New York, N. Y. 

When inquiring specify FEP1085 — see information request blank, pgs. 14-15 


Adhesives 


Based on the theme—“For each purpose, only one serves 
best”—this 16-page folder gives details on scores of ad- 
hesives with suggestions for use with specified types of 
jobs. Specification details for each type of adhesive sug- 
gested for special jobs include types of machines on 
which adhesive can be used, characteristics, how to use 
for best results, etc. Folder is available on request. 


ARABOL MFG. CO., Dept. FEP, 110 East 42nd St., New York, 


When inquiring specify FEP1086 — see information request blank, pgs. 14-15 


V-Belt Drive Ventilating Fan 


All-purpose ventilating fan is described in this two-color 
catalog section. Performance data are given for various 
models and sizes, together with construction details of 
this V-belt drive from standard speed (1725 R.P.M.) 
motor. Bulletin No. 206-A is available on request. 


AUTOVENT FAN & BLOWER CO., Dept. FEP, 1805-1827 N. 
Kostner Ave., Chicago, Il. 


When inquiring specify FEP1087 — see information request blank, pgs. 14-15 


Vitamins in Nutrition 


Thirty-two-page booklet provides authoritative informa- 
tion on “Vitamins in Nutrition” presented in a simple, 
practical way. One section lists the vitamins in tabular 
form and provides information on their occurrence, 
properties and chief functions. Other sections discuss 
vitamins in carbohydrates, fats, proteins, minerals, etc. 
Another section is devoted to a discussion of the vita- 
min B complex. Booklet available on request, is excep- 
tionally well done. 


MERCK & CO., INC., Dept. FEP, Rahway, N. J. 
When inquiring specify FEP1088 — see information request blank, pgs. 14-15 


Spray Nozzles for Industrial Use 


Twenty-four-page-and-cover, large size catalog contains 
much information on a wide variety of spray nozzles for 
industrial purposes. Catalog lists many applications for 
these nozzles and shows a long list of users in many in- 
dustries. Various models and spray patterns are pictured. 
Specification details are given in tables. 

SPRAY PNGINEERING CO., Dept. FEP, 114 Central St., Somer- 
ville, Mass. 

When inquiring specify FEP1089 — see information request blank, pgs. 14-15 


Squeegee Type Pump 


Six-page, three-color folder features large size photos 
and drawings to display the operating and construction 
features of this squeegee type pump. Pump operates on 
a “breathing” principle whereby a rotating drive shaft 
is keyed to an off-center rotor, which is itself keyed to 
an adjustable eccentric. This action is explained in 
drawings showing the progress of the liquid or gas 
through the rubber tube without the material ever com- 
ing in contact with any metal part of the pump. Com- 
plete specifications and engineering drawings are in- 
cluded in folder. Folder is available on request. 
DOWNINGTOWN MFG. CO., Huber Pump Div., Dept. FEP, 
Dowingtown, Pa. 

When inquiring specify FEP1090 — see information request blank, pgs. 14-15 


Convector, Radial and Down-Flow Unit 
Heaters 


Three types of unit heaters are described and well illus- 
trated in three folders. Bulletins contain many specifi- 
cations and performance details, handled in the tabular 
form to make for convenient reference. Booklets are 
available on request—No. C-451 for Convectors, No. 751 
for Radial, and No. 746 for Down-Flow heaters. 

SQUAT, INC., Dept. FEP, 1600 Broadway N.E., Minneapolis, 

nn. 
When inquiring specify FEP1091 — see information request blank, pgs. 14-15 


Washable Protective Covering for Flat 
Wall Paint 


Six-page folder, “As If By Magic,” describes a washable 
protective covering for flat wall paint to be applied over 
a newly painted or cleaned wall to provide a clear, trans- 
parent, flat protective film that prevents dust and grime 
from penetrating pores of the paint. Booklet is avail- 
able on request. 

BERGONIZE CoO., Dept. FEP, Merchandise Mart, Chicago, III. 
When inquiring specify FEP1092 — see information request blank, pgs. 14-15 
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Facts About Humidification 


Interesting 8-page, two-color booklet provides educa- 
tional material on facts about humidification, including 
tables of desirable temperatures and humidities for vari- 
ous industries, regain of hygroscopic materials, grains of 
water per cu. ft. saturated air, various temperatures, etc. 
Another section provides suggestions on how to select 
humidifiers. Several models of these humidifiers are 
shown with detailed drawings to show operation. Form 
150 is available on request. 

ARMSTRONG MACHINE WORKS, Dept. FEP, 881 Maple St., 
Three Rivers, Mich. 

When inquiring specify FEP1093 — see information request blank, pgs. 14-15 


Useful Information for Maintenance Men 


First five of a series of 3x5 cards contain tables, for- 
mulas, and other types of information of value to main- 
tenance men. Present series includes wire and cable 
data, metric and decimal equivalents of common frac- 
tions, hydraulic formula, torque-HP formula, data on 
bare stranded annealed copper cable, motor wiring — 
standard speeds, etc. Publications GES-2820 through 
2824 are available on request. 


GENERAL ELECTRIC CO., Dept. FEP, Schenectady, N. Y. 
When inquiring specify FEP1094 — see information request blank, pgs. 14-15 


Vertical, Motor-Driven Hammer Mill 


Two-color, four-page leaflet includes dimension details, 
sectional and installation views of these hammer mills 
for grinding grain, by-products of flour and cereal mills, 
chemical and other products. Leaflet B-6169 is available 
on request. 


ALLIS-CHALMERS MFG. CO., Dept. FEP, Milwaukee, Wis 
When inquiring specify FEP1095 — see information request blank, pgs. 14-15 


Bottling Plant Conveyors 


Twelve-page, two-color booklet features a complete de- 
scription, with many large photos, of a conveyor system 
in the Calvert Distilling Company’s bottling plant in 
Louisville, Kentucky. All major details of the installa- 
tion are shown with a descriptive story. Booklet is avail- 
abie on request. 


LAMSON CORP., Dept. FEP, Syracuse, N. Y. 
When inquiring specify FEP1c96 — sce information request blank, pgs. 14-15 


Continuous Vacuum Filters 


Forty-eight-page-and-cover booklet describes in detail 
these continuous vacuum filters for metallurgical, chem- 
ical processing, food, paper pulp, sewage disposal and 
other industries. Many photos show these drum, disc 
and top-feed filters to advantage. Several diagrams 
show recommended relative elevation arrangements for 
these filters and accessory equipment. Another section 
covers the general principles of continuous vacuum fil- 
tration. Bulletin 404 is available on request. 


EIMCO CORP., Dept. FEP, Salt Lake City, Utah. 
When inquiring specify FEP1097 — see information request blank, pgs. 14-15 


Handbook of Jacks and Tank Supports 


Handy, pocket-size, well-indexed 60-page catalog shows 
a complete line of jacks—pointing the way to do many 
lifting, pulling, lowering, pushing and supporting jobs 
faster and easier. Recently revised price schedules are 
also given. Complete specifications are included. 
TEMPLETON, KENLY & CO., Dept. FEP, 1040 S. Central Ave., 
Chicago, Ill. 

When inquiring specify FEP1098 — see information request blank, pgs. 14-15 
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IDEAS AND DATA 


Squipment for Liquid Processing 
Equip t for Liquid P g 


Well handled, 36-page, two-color booklet describes and 
illustrates this complete line of liquid processing equip- 
ment, including agitators, bottle fillers, cappers, discs, 
filters, labeling equipment, mixers, pumps, tanks, etc. 
Many photos show installations, various models of each 
type of equipment, special features, etc. A sample of 
maker’s filter disc is included with the booklet. Com- 
plete specifications are given for a wide variety of prod- 
ucts. Form 941 is available on request. 

ALSOP ENGINEERING CO., Dept. FEP, Alsop Square, Mill- 
dale, Conn. 

When inquiring specify FEP1099 — see information request blank, pgs. 14-15 


Protective Fences of Chain Link Type 


Forty-pages of text with 60 illustrations, catalog shows 
fourteen different models of protective fence in various 
settings. Composite table gives pertinent information 
about all types. Structural details are featured in line 
drawings. Catalog No. 110 is available on request. 


ANCHOR POST FENCE CO., Dept. FEP, Baltimore, Maryland. 
When inquiring specify FEP1100 — see information request blank, pgs. 14-15 


Parallel Shaft Continuous-Tooth Herring- 
bone Speed Reducers 


Forty-eight-page-and-cover, 8%x1l, two-color catalog 
effectively displays these speed reducers. Many large 
photographs show the reducers in use and feature im- 
portant construction details. Much engineering data are 
included in these pages in the form of tables, charts, en- 
gineering drawings, formula, etc. Examples are given 
for selecting speed reducers, including recommended 
practice, service factors, character of load, etc. Com- 
plete specifications are given for various models. Catalog 
19 is available on request. 


D. O. AMES MFG. CO., Dept. FEP, 1120 West Monroe St., Chi- 
cago, Ill. 
When inquiring specify FEP1101 — sce information request blank, pgs. 14-15 


Price and Priority Regulations to Date and 


Export Control List 


Two defense handbooks are published in handy tabloid 
form. “Price and Priority Digest” brings up to date all 
government and voluntary price controls and priorities. 
Also reviewed for quick reference are nearly 200 com- 
modities and commodity groups, as well as prospects for 
civilian allotments. The “Export Control List’’ embraces 
32 pages of product listings with all licensing and destina- 
tion symbols posted next to each item. This is the fifth 
revision of this export guide. Both booklets are avail- 
able at 10 cents each. 

N. Y¥. JOURNAL OF COMMERCE, Dept. FEP, 63 Park Row, New 
York, N. Y. 

When inquiring specify FEP1102 — see information request blank, pgs. 14-15 


Belt Data Handbook 


Attractive 32-page-and-cover handbook is packed with 
fundamental data on transmission, conveyor and elevator 
belts—useful for selection and application. Many tables, 
charts, formulas, suggestions and recommendations are 
provided for the proper selection and application of these 
three types of belting. Photographs and line drawings 
ably supplement the descriptive material to make a com- 
plete handbook on belting. Booklet is available on re- 
quest. 

NEW YORK BELTING & PACKING CO., Dept. FEP, 1 Market 
St., Passaic, N. J. 

When inquiring specify FEP1103 — see information request blank, pgs. 14-15 










These Bradley Washfountains are part of 
installation in Campbell Soup Co. plant. 


WHERE CLEANLINESS IS 
A FIRST ESSENTIAL 


In leading bakeries, beverage and packing plants, candy 
factories, food product establishments of all kinds, where 
cleanliness is a first essential, you will find Bradley 
Washfountains in the washrooms. They are modern, 
sanitary, and reduce water consumption. From 8 to 10 
persons can wash simultaneously, each in his own spray 
of clean running water. Investigate Bradley Wash- 
fountains now, for modernization of present washrooms 
or for new buildings. Write for “Washroom Layouts,” 
a booklet contain- 





ing helpful sugges- 

tions. BRADLEY f?. F 
WASHFOUN- Al iT V, 
Te ion t! §=(warhfountaim 


W. Michigan St., 
Milwaukee, Wis. 


When inquiring specify FEP1104 — see information request blank, pgs. 14-15 
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KILLS f IN THE OPEN, 


IN THE CRACK 


CLEANS EM OUT 
AND LAYS THEM COLD 


The penetrating quality of West's 
VAPOSECTOR fluid in disseminated 
mist gives it notable efficiency. Harm- 
less to food and fabrics it 
can be freely used anywhere. 
For best results use the 


WEST 
SANITOR 


a simple, electric-operated device 
which vaporizes the liquid so ef- 
fectively that you economize on 
fluid to your pocketbook’s advan- 
tage. 


If you have insect pests, write us 
for Pest Control literature which 
will show you how to get results 
most easily. Write: 


DISINFECTING 


WEST company 


42-20 West St., Long Island City, N. Y. 














When inquiring specify FEPi105 — see information request blank, pgs. 14-15 
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voluntary helps workers provide for the future 
pay-roll 
allotment 
| plan helps defend America today 


helps build future buying power 


This is no charity plea. It is a sound business proposition that 
vitally concerns the present and future welfare of your company, 
your employees, and yourself. 

During the post-war period of readjustment, you may be faced 
with the unpleasant necessity of turning employees out into a 
confused and cheerless world. But you, as an employer, can do 
something now to help shape the destinies of your people. 
Scores of business heads have adopted the Voluntary Pay-roll 
Allotment Plan as a simple and easy way for every worker in 
the land to start a systematic and continuous Defense Bond 


savings program. 


Many benefits . . . present and future. It is 
more than a sensible step toward reducing the ranks of the 


post-war needy. It will help spread financial participation in 
National Defense among all of America’s wage earners. 

The widespread use of this plan will materially retard infla- 
tion, It will “store” part of our pyramiding national income 
that would otherwise be spent as fast as it’s earned, increasing 
the demand for our diminishing supply of consumer goods. 

And don’t overlook the immediate benefit . . . money for 
defense materials, quickly, continuously, willingly. 


Let’s do it the American way! America’s talent for 
working out emergency problems, democratically, is being 
tested today. As always, we will work it out, without pressure 
or coercion ... in that old American way; each businessman 
strengthening his own house; not waiting for his neighbor to do 
it. That custom has, throughout history, enabled America to 
get things done of its own free will. 


In emergencies, America doesn’t do things 
“*hit-or-miss.”’ | We would get there eventually if we 
just left it to everybody’s whim to buy Defense Bonds when they 
thought of it. But we're a nation of businessmen who under- 
stand that the way to get a thing done is to systematize the oper- 
ation. That is why so many employers are getting back of this 
Voluntary Savings Plan. 

Like most efficient systems, it is amazingly simple. All you 
have to do is offer your employees the convenience of having 
a fixed sum allotted, from each pay envelope, to the purchase of 
Defense Bonds. The employer holds these funds in a separate 
bank account, and delivers a Bond to the employee each time 
his allotments accumulate to a sufficient amount. 

Each employee who chooses to start this savings plan decides 
for himself the denomination of the Bonds to be purchased and 
the amount to be allotted from his wages each pay day. 
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How big does a company have to be? From 
three employees on up. Size has nothing to do with it. It works 
equally well in stores, schools, publishing houses, factories, or 
banks. This whole idea of pay-roll allotment has been evolved 
by businessmen in cooperation with the Treasury Department. 
Each organization adopts its own simple, efficient application 
of the idea in accordance with the needs of its own set-up 


No chore at all. The system is so simple that A. T. & T. 
uses exactly the same easy card system that is being used by 
hundreds of companies having fewer than 25 employees! It is 
simple enough to be handled by a check-mark on a card each 
pay day. 
Plenty of help available. Although this is your plan 
when you put it into effect, the Treasury Department is ready 
and willing to give you all kinds of help. Local civilian com- 
mittees in 48 States are set up to have experienced men work 
with you just as much as you want them to, and no more. 
Truly, about all you have to do is to indicate your willingness 
to get your organization started. We will supply most of the 
necessary material, and no end of help. 


The first step is to take a closer look. Sending in 
the coupon in no way obligates you to install the Plan. It will 


simply give you a chance to scrutinize the available material and 


see what other companies are already doing. It will bring you 
samples of literature explaining the benefits to employees and 
describing the various denominations of Defense Savings Bonds 
that can be purchased through the Plan. 

Sending the coupon does nothing more than signify that you 
are anxious to do something to help keep your people off relief 
when defense production sloughs off; something to enable all 
wage earners to participate in financing Defense; something to 

provide tomorrow’s buying power for your prod- 
ucts; something to get money right now for guns 
and tanks and planes and ships, 

France left it to “hit-or-miss” . . , and missed. 
Now is the time for you to act! Mail the coupon 
or write Treasury Department, Section A, 709 
Twelfth St. NW., Washington, D. C. 


Treasury Department, Section A, 
709 Twelfth St. NW., Washington, D. C. 


Please send me the free kit of material being used by 
companies that have installed the Voluntary Defense 
Savings Pay-Roll Allotment Plan. 


Name 


Position 





NEW LITERATURE 


Bakery Cleaning Handbook 


Twenty-four-page handbook thoroughly describes and 
discusses in detail various cleaning methods and ma- 
terials for use in bakeries. Bakery cleaning problems 
are discussed in detail with specific materials recom- 
mended for specific cleaning problems such as washing 
bread, cake and pie pans; aluminum angel food pans, 
general cleaning of bakery equipment, doughnut and 
deep fat fryers, sterilizing, scouring stainless steel and 
nickel equpiment, floor cleaning, etc. Another section 
covers cleaning of retail bakeries. Handbook is well 
illustrated with actual cleaning operations. Available 
on request. 


MAGNUS CHEMICAL CO., Dept. FEP, Garwood, N. J. 
When inquiring specify FEP1106 — see information request blank, pgs. 14-15 


Humidifying and Dehumidifying 
Equipment 


Two attractive folders, “There’s Trouble in the Air” and 
“When Production Is Cramped by the Weather,” effec- 
tively tell the story of this humidifying and dehumidify- 
ing equipment. The use of the “Kathabar” system is 
well illustrated by drawings and charts with a simple ex- 
planation of the operation of this system. Folders are 
available on request. 


SURFACE COMBUSTION CORP., Dept. FEP, Toledo, Ohio. 
When inquiring specify FEP1107 — see information request blank, pgs. 14-15 


Centrifugal Pumps 


Eight-page, two-color folder describes and _ illustrates 
in detail several types of these centrifugal pumps. Dia- 
grammatic drawings of each type show construction de- 
tails, while enlarged photos show the major features of 
these pumps. Included in booklet are pumps for handling 
capacities from 10 to 200,000 G.P.M. and for heads rang- 
ing from 10 to 4200 ft. Also shown are single and double 
suction single stage pumps, double suction multi-stage 
pumps, open runner paper stock and axial flow pumps. 
Bulletin B6059 is available on request. 


ALLIS-CHALMERS MFG. CO., Dept. FEP, Milwaukee, Wis. 
When inquiring specify FEP1108 — see information request blank, pgs. 14-15 


“Dielectric Strength of Glass—An Engineer- 


ing Viewpoint” 


The study of glass in its use and potentialities as an in- 
sulating material is organized under three main head- 
ings: 1. Dielectric Failure of Glass; 2. Factors Governing 
Failure; 3. Curve Data. Tables and data curves include 
disruptive strength; graphic representation of break- 
down characteristics; selected dielectric breakdown data 
for glass; selected breakdown data for porcelain; oil 
puncture tests on power insulators; dielectric breakdown 
characteristics on “Pyrex” glass and porcelain. Copies 
of this reprint are available on request. 


CORNING GLASS WORKS, Dept. FEP, Corning, N. Y. 
When inquiring specify FEP1109 — see information request blank, pgs. 14-15 


Vibratory Material Handling Equipment 


Forty-eight-page catalog covers many types of vibratory 
material handling equipment, including vibrators, con- 
veyors, feeders, constant weigh feeders, net batch and 
net gross weigh feeders, packers and jolters, electric ham- 
mers, replacement shaft seals, swivel pipe couplings, 
hopper level switches, etc. Numerous installation photos 
show products applied to various material handling 
problems. Complete specifications are given for each 
type of equipment. Catalog 416 is available on request. 


SYNTRON CO., Dept. FEP, 110 Lexington Ave., Homer City, Pa. 
When inquiring specify FEP1110 — see information request blank, pgs. 14-15 
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Handling cream style corn since 1927— 

qT AND STILL IN SERVICE. PRINCE- 

Ly amousBUCKETbEsi MA Saneke. CANNING CO., Princeville, 
a nr 


If you buy on a cost-per-gallon basis, 
. here are pumps that will interest you. 


SEE THE COMPLETE LINE 
BLACKMER 
SANITARY PUMPS 
Booth 59-A 
National Canners Show 
Chicago 
Jan. 24-30, 1942 





A few of the foods handled by Black- 
mer gun 


ps Hot lard Will not foam or churn 
ane a pumpage. Easy to clean. 
Mayonnalse a No “dead spots” or pockets. 
negar 


P 
Diced vegetables. Write for new catalog. 


BLACKMER PUMP COMPANY 


19212 Century Ave., S. W. Grand Rapids, Michigan 
When inquiring specify FEP1111 — see information request blank, pgs. 14-15 





DUST 
LL 


Remember that Dust even in small quantities is costly and will 
reduce the efficiency of your entire plant. It doesn’t pay to 
tolerate Dust when it can be economically controlled in ANY 
quantity. Where there is Dust from an individual machine or 
operation we recommend DRACCO Unit Filters — the initial 
cost is low, and they operate efficiently. No matter what 
your DUST problem may be it will pay to contact DRACCO 
Engineers—they have over 25 years experience correcting Dust 
conditions. 








Write for Bulletin No. 302 
DRACCO CORPORATION 


Successors to The Dust Recovering & Conveying Co. 
4035 East 116th Street, Cleveland, Ohio New York Office: 130 West 42nd Street 


PNEUMATIC CONVEYORS ¢ DUST COLLECTORS |i 





When inquiring specify FEP1112 — see information request blank, pgs. 14-15 


NEW LITERATURE 


Worm Gear Speed Reducers 


Colorful, 8-page booklet, 842x111, features a series of 
letters from manufacturers giving reports of long-term 
use of these speed reducers in a variety of industries. 
Form No. 150 is available on request. 


CLEVELAND WORM & GEAR CO., Dept. FEP, 3257 East 80th 
St., Cleveland, Ohio. 


When inquiring specify FEP1113 — see information request blank, pgs. 14-15 


Raw Material Crushing with Hammermills 


Twelve-page, two-color booklet features several models 
of hammermills for more efficient crushing of raw ma- 
terials. One model is “taken apart” and major con- 
struction details are treated separately. Another section 
discusses performances of these units with case his- 
tories. Booklet is available on request. 


DIXIE MACHINERY MFG. CO., Dept. FEP, 4200 Goodfellow 
Blvd., St. Louis, Mo. 


When inquiring specify FEP1114 — see information request blank, pgs. 14-15 


Electric Hoists 


Twenty-eight-page catalog describes and illustrates sev- 
eral types of electric hoists. Many application photos 
show widespread use of these hoists. Important construc- 
tion details are highlighted with separate photos and de- 
scriptions, with one section showing the various parts 
and how any mechanic can take the hoist apart and put 
it together again. Complete specifications are supplied. 
Catalog No. 350 is available on request. 


SHAW-BOX CRANE & HOIST CO., Dept. FEP, Muskegon, Mich. 
When inquiring specify FEP1115 — see information request blank, pgs. 14-15 


“Flex-O-Matic”’, Reel-Type Bakery Ovens 


Broadside type of two-color folder gives complete de- 
tails on these ovens. Center of spread shows three large 
models, and alongside the spread major features are 
highlighted with individual blown-up photos. Descrip- 
tive copy adequately describes these features in detail. 
Specifications are included in folder. Available on re- 
quest. 


UNION STEEL PRODUCTS CoO., Dept. FEP, Huron St., Albion, 
cn. 


When inquiring specify FEP1116 — see information request blank, pgs. 14-15 


Data Book On Power Assembly Tools 


Fifty-six page, large size, two-color book provides much 
data on power assembly tools, plus valuable information 
as to sizes of pilot holes; bolt, nut, cap screw and lag 
screw sizes; socket wrenches; tap drill sizes, etc. Many 
large photos show individual products, and tables pro- 
vide other data. One important section shows, with draw- 
ings, the factors in selecting a power tool. Booklet is 
available on request. 


BLACK & DECKER MFG. CO., Dept. FEP, Towson, Maryland 
When inquiring specify FEP1117 — see information request blank, pgs. 14-15 


Unit Heater Engineering Data 


Thirty six-page catalog illustrates and describes in detail 
many models and variations of these unit heaters. Cata- 
log features a “Check-up” chart comparing these heaters 
with others and leaving space for additional heaters not 
currently compared. Engineering data, including many 
tables, is widely used. Illustrations point out proper lo- 
cation of units in various types of buildings and show 
piping diagrams. Catalog No. 141 is available on request. 


ILG ELECTRIC VENTILATING CO., Dept. FEP, 2850 N. Craw- 
ford, Chicago, Ill. 


When inquiring specify FEP1118 — see information request blank, pgs. 14-15 








INDUSTRY CHOOSES YALE! 


PO Ee eal 


MAKE YALE ELECTRIC TRUCKS 


en 


Sturdy spur-geared drive unit, Cam-O- 
Tactor controller, special drive wheels 
and equalizing brake—you get them 
all with Yale. 

Whatever the need... whatever the 
load ... there’s a Yale Electric Truck 
ready to do the job with greater 
efficiency! 

The trucks illustrated are representa 
tive of the range and capacity of Elec 
tric trucks that Yale offers industry. 
The complete line is illustrated in a 
new FREE catalog. 

SEND FOR IT! 


Center-Control Tilting 
Fork Truck —Capacities 
up to 25,000 lbs. 


a < 















Low-Lift, 6,000 lb. Capacity, 
Electric Platform Truck with 
2,000 lb. Capacity Crane. 





High-Lift Electric Platform 
Truck—Capacities up to 
60,000 lbs. 


THE YALE & TOWNE MFG. CO. 
4530 Tacony Street, Philadelphio, Pa. 


Please send me without obligation your new FREE 
catalog showing the complete Yale Electric Truck line. 


“ 











Name 


acre pmuseA. TOS 
Awe 40et Theces 
ee er 





When inquiring specify FEP1119 — see information request blank, pgs. 14-15 


Stencil Cutting Machine 


New Machine Increases Output 10 to 12% 


Made in three sizes for cutting 1”, %4” and %4” 
stencils, this NEW stencil machine operates with 
speed and economy for marking your shipments. 
Write for free booklet and prices. 


MARSH 


MARSH STENCIL MACHINE CO. 
36 Marsh Bldg. Belleville, Til. 








When inquiring specify FEP1120 — see information request blank, pgs. 14-15 
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EXCLUSIVE FEATURES 
OF THIS NEW OAKITE 


SOLUTION -LIFTING 
STEAM GUN 


Save Money for You «« « Give 
You Faster, Easier Cleaning! 


For fast, low-cost cleaning in food canning, meat 
packing, confectionery, baking, dairy, fish canning, 
quick-freeze, citrus packing and bottling plants .. 
nothing can compare with the NEW Oakite Solution- 
Lifting Steam Gun, Model No. 384! 


Used with Oakite cleaning materials, it provides the 
TRIPLE COMBINATION of heat, mechanical force 
and detergent action. Cleans surfaces up to 12 feet 
high. No pumps, motor, injectors or elevated tank 
required. 


Try it. You, too, will find it is the best, easiest and 
quickest way to maintain equipment either for ap- 
pearance or sanitary reasons! Price $17.50, standard 
model, f. o. b., New York. Write today for FREE 
booklet giving details. 


OAKITE PRODUCTS, INC., 27A Thames St., New York 
- Representatives in All Principal Citiesof U.S. dnd Canada 


Your pumps, valves and pipe can be just as clean and free 
from corrosion as any equipment in your plant. There is no 
discoloration or contamination of your product when Durco 
equipment is used. It is unaffected by acetic or citric acids, 
by vinegars, fruit juices, tomato products, wines and brines. 
Corrosion is expensive; contamination is dangerous; both 
are unnecessary. Take no chances; let Durco equipment 
prove what it can do for you. 


<RON DURE ~ 
mS meoe. 





The DURIRON COMPANY, Inc 


2URCO SIA 
When inquiring specify FEP1122 — see information request blank, pgs. 14-15 
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Humidity Control-Air Conditioning 


Low cost unit uses moisture-absorbing chemical 


Uses — For dehumidify- 
ing air, filtering and 
cooling air, and humidi- 
fying air in winter. 
Features — Economical 
unit offered at low first 
cost and low operating 
cost. 

Description — Unit is 
known as the “Calori- 
der.” A moisture-absorb- 
ing chemical is used in 
this equipment. Air 
drawn through the unit 
by means of a motor 
driven fan comes into 
contact with this chem- 
ical and moisture, dust, 
odors and pollen are thus removed from the air. The 
Calorider is encased in an attractive, all-metal cabinet, 
and will deliver up to 1500 cu. ft. of air per minute. 
Smaller portable units, Models 30 and 35, deliver 100 and 
250 cu. ft. of air per minute, respectively. Engineering 
data and other details available from 


GENERAL AIR CONDITIONING CORP., Dept. FEP, 4453 
Madison Rd., Cincinnati, Ohio. 


When inquiring specify FEP1123 — see information request blank, pgs. 14-15 
Fibreboard Single-Service Container 


Double-sealed, double-capped, protected-area pouring 
opening and safety slant top 





HUMIDITY CONTROL and 
AIR CONDITIONING 


Uses — For packag- 
ing fresh milk, 
cream, chocolate 
drinks,cottage 
cheese and many 
dairy products. 
Features — Contain- 
er has been official- 
ly approved for cer- 
tified milk, Grade A 
and other grades of 
milk. Package is 
easy to open, pour, 
close and store. De- 
signed for safety 
use, particularly in 
industrial plants, as 
the empty cartons 
are tossed into con- 
venient waste paper receptacles. The packaging process 
keeps the milk under cover and untouched by human 
hands in one continuous automatic operation. Tamper- 
proof hood seal is easy to open without soiling pouring 
lip. 

PURE-PAK DIV., Ex-Cell-O Corp., Dept. FEP, 1200 
Oakman Blvd., Detroit, Mich. 


When inquiring specify FEP1124 — see information request blank, pgs. 14-15 
Neoprene Base Tank Lining Cement 


Painted or sprayed on inside of tanks without removing 
them from the plant 


SINGLE-SERVICE CONTAINER, 
double-sealed, double-capped 


Uses—This N Series (Neoprene Base) cement is designed 
for use in adhesive, coating and impregnating problems on 
such materials as fabric, leather, rubber, plastic, glass, 
metals, or combinations of these. For tank linings. 

Features—Material is non-toxic; non-gelling and can be 
safely stored at stock room temperatures as it remains 
liquid (as shipped) from 7 to 8 months without refrigera- 
tion. Once the film is set, the cements will not support 











300,000 
GALLONS OF 


} 


OG anes 262 





This Sarco Blender replaced a stokered 
boiler and saved 30 tons of coal and 
300,000 gallons of water per month. It 
uses compressor cooling water formerly 
wasted and provides hot water for hours and heat 
for a wash room accommodating 200 miners in three 
shifts a day. Besides saving an investment of $1,050 in | 
boiler e uipment, this arrangement gives excellent 
service, eliminating entirely the complaints that were a 
daily occurrence before. Catalog No. 800 lists all Sarco 
Mixing Valves. 


SARCO 


SAVES STEAM 


117 


SARCO COMPANY, INC 


475 Fifth Avenue, New York, N. Y. 


SARCO CANADA LTD., FEDERAL BLOG., TORONTO, ONT 





When inquiring specify FEP1125 — see information request blank, pgs. 14-15 





Skids You Won’t Replace == 


IN A HURRY | 


No prophet can 
foretell how long 
equipment bought 
this year will 
have to stay on 


the job — so “‘it 

better be good’! But, in the case of skids, 
not heavy! B skillfully engineered cor- 
cugetiene or “waves” Service SteelWave 
Skids, all metal, are made remarkably 
strong for their weight. A dozen other 
strong points are worth writing for a cir- 
cular to learn about. High spots are: 


@ No shrink, buckle, warp 2 Swens but light te 
oJ je 
@ Splinter-free e Flush tose, no fleur 


@ Heavy duty, resist ockets 
jamming e Easy maintenance 









VICE CASTER & TRUCK CO. 
515 N. Brownswood Ave. Albion, Mich. 


le (Boston), Mass. Toronto, Canada: 


N. 
440 Somerville Ave., Somerv 
T Ce. Division 


Eastern Factory: 


United Steel Corporation, tid, 


“Mobilizers ( “Mobilizers of Industry”) Industry” Aa! 7 





When inquiring specify FEP1126 — see information request blank, pgs. 14-15 
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FOR FOOT COMFORT AND SAFETY 
On Wet Slippery Floors 


NEW SMART WOMEN’S 
WOOD SOLE SHOES 


Designed for protect- 
ing women employees 
working on unhealth- 
ful, damp, slippery 
floors and rough sur- 
faces. Style exactly 
like the Wood Sole 
Shoes recently popu- 
lar for college campus wear. Light weight maple soles are cut 
with proper rock for ease of walking. Fit snugly at the ankle. 
Leather is soft and pliable. Color is rich russet. Available 
with composition safety toe. 





LOW COST MEN’S 
WOOD SOLE SAFETY SHOE 


Especially designed to protect work- 
ers where underfoot conditions are 
too tough for ordinary shoes. Com- 
fort is built in. Vamps and uppers 
are soft pliable oiled grain leather. 
Thick felt insoles. Light weight maple soles have correct rock 
for ease of walking. Available with Safety Toes—Steel or Com- 
position. Wide variety of styles. 


Write Today for FREE Catalog listing complete lines 
of shoes for men and women. Also latest prices. 


F. J. STAHMER SHOE CO. 


W orld’s Largest Exclusive Manufacturers of W ood Sole Footwear 
2381 BOIES AVENUE DAVENPORT, IOWA 


When inquiring specify FEP1127 — see information request blank, pgs. 14-15 





Stop Human Enrors with 
TOLEDO 


PRINTWEIGH 


SCALES 


—— errors in 
reading, remembering 
and recording weight 
figures defy discovery. 
Your weight records 
must be right every time 
eee OR YOU LOSE! 
Today Toledo Print. 
weigh solves this prob. 
lem with automatic 
printed weight records... 
available in all models. 
Send now for new 
literature, Toledo Scale 
Company,Toledo,O. 






















§ TOLEDSO 
id T 


v4 mor l MAS 7 






CXrect PRINTING OF 
etd ey 2am 11a 


i BIG FIGURES 






368 
el 


When inquiring specify FEP1128 — see information request blank, pgs. 14-15 
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combustion. Cemented parts will not crawl as they 
adhere on contact giving strong initial bond. Wide 
variety of materials can be bonded to metals through use 
of proper primer before application of this cement. Fif- 
teen minute drying is claimed for these Series N cements 
as the material dries fast. 

Performance—Maker states that series of tests of ten 
different cements showed that the Series N Cements gave 
the greatest shear pull test—336 Ibs. to 264 lbs. for next 
strongest. In these same tests, after gasoline immersion, 
the greatest pull test was shown with 206 lbs. to 131 Ibs. 
for next strongest. 

Description—These cements are completely non-thermo- 
plastic within 2 to 4 weeks of ordinary room temperature 
curing. Only one coat is necessary and the material can 
be painted, sprayed or dipped on. Descriptive folder is 
available. 


UNION BAY STATE CoO., Dept. FEP, 50 Harvard St., 
Cambridge, Mass. 
When inquiring specify FEP1129 — see information request blank, pgs. 14-15 


Self-Dumping Carrier 


Operated from remote control 


Operated from re- 
mote control, the 
carrier shown in il- 
lustration travels 
along a MonoRail 
track from mill to 
storage where it 
stops automatically, 
dumps its load and 
returns to loading 
point. Here it stops 
to be loaded again 
for another trip. 
Particular unit 
shown employs a 
hand chain hoist, 
other similar carri- 
ers operate with 
electric hoists. All 
such units are propelled by a MonoTractor capable of de- 
livering speeds up to 450 F.P.M. and negotiating grades 
as high as 18 per cent. 


AMERICAN MONORAIL CO., Dept. FEP, 13109 Athens 
Ave., Cleveland, Ohio. 
When inquiring specify FEP1130 — see information request blank, pgs. 14-15 





SELF-DUMPING CARRIER 


remote control operation 


Double Flow Mercury Switching 


Prevent double contacting where vibrations exist 


Uses — Of primary 
importance in loca- 
tions where vibra- 
tions exist. 
Description — Two 
tails of mercury 
pulling in opposite 
directions, over a 
ceramic barrier un- 
til severed, prevent 
double contacting 
where vibrations 
exist. When closing, 
the two approach- 
ing bodies of mercury pile up a double thick electrical 
conductor. Double flow operates either as a slow rolling 
motion or equally well on a very high speed mechanical 
snap action. Switches in unbreakable metal of 10, 20, 35 
and 65 amperes are now available. Circular No. 511 gives 
complete details. 


DURAKOOL, INC., Dept. FEP, 1029 North Main S&t., 


Elkhart, Ind. 
When inquiring specify FEP1131 — see information request blank, pgs. 14-15 





MERCURY SWITCHES 
have “double flow” 
















the Miller Anode line 
of pure gum Canners’ 
Gloves. They’re spe- 
cially designed for high 
resistance to fruit and 
food acids. The Anode process, exclusive with Miller 
in the industrial glove field, gives you uniform thick- 
ness throughout, eliminating thin spots and weaknesses. 


Miller Anode Canners’ Gloves are available in two 
types—with special reinforcements on fingers, thumb 
and palm, as pictured, or with overall frosted finish 
without reinforcements. They’re sanitary, flexible, non- 
binding, and tops for long wear. Made in men’s and 
women’s sizes, from 6% to 11, inclusive. 


Call your Miller jobber today, 
or write— 





MILLER RUBBER COMPANY, INC., AKRON, OHIO 


Ota ae 


When inquiring specify FEP1132 — see information request blank, pgs. 14-15 


How to Increase Production 
for lc 


ia eeu at! 
TATE Ny he ae a 


When inquiring specify FEP1133 — see information request blank, pgs. 14-15 
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Remember Pearl Harbor | SS Oo 
... More Food for Our World | 


Lie Hig Te 


WP. Ot 


Teh PoE tatoo 


Boe PAO Agra SOO IO ON OME D a: 


Sp EEE iwesentn eh ne Bee 


Little Yellow Men strike savagely at Pearl Harbor. 


Terse radio reports .. . for brief minutes, incredulity . . . then under- 
standing that this is “Our War”... and swift unity of 130 million 
Americans. 


Gone is the uncertainty . . . gone the antagonisms of political factions 
... gone the fear of unwarranted restriction of essential business and 
industrial activities. 


“Food will win the War and write the Peace” . . . these words take 
on new meaning. December 7th’s action on Oahu made it vitally 
important that every food processing plant . . . every maker of food 
processing equipment... speed up effective production. 


Priorities? Allocations? These recent problems of the food field 
are largely solved . . . and before War’s stark necessity, the final 
steps are being taken speedily to clear the way for unprecedented 
output. 


Last August in FOOD EQUIPMENT of effective action to these ends is 
PREVIEW we cited the urgent need definitely assured. 

ae Past eo° » € 
to Break The Food I WeOtsIeS Bottle- Food for our Allies-in-Arms . . . food 
neck’. In our October issue we called for our armed forces . . . food for our 
attention to evidence that “The Food own needy ... huge stocks of food for 


Equipment ‘Bottle-neck’ is Being the needy peoples of our Allies in 

Broken.” Europe and Asia after the War, and 

to write the Peace. 

Even before December 7th’s stunning . : : é 

action in the Pacific, close observers of We dare not fail. We must at hesi- 

Washington policy declared that the tate, Sour government and anne . . . 
. our fighting men... you and 1... all 


new program, assuring tremendous ex- demand that you as a food processor 


‘ pansion in food processing capacity, speed every activity to bring it to peak 


was already well under way. production . . . that you as a maker of 
atte food processing equipment provide the 
Today the urgency of such action is “tools” to make such production 


many times magnified . . . the certainty possible. 


The “bottle-neck” is broken... the action 
is clearly defined ...the need is immediate. 


Kall ora 


Publisher 


FOOD EQUIPMENT PREVIEW 


REMEMBER PEARL HARBOR * MORE FOOD FOR OUR WORLD 





FLAT OR ROUND ... knitted wire mesh 


Knitted Wire Mesh, Flat or Round 


Loops hinge on each other and hinge action relieves strain 
on wire itself, no matter how pulled or distorted 


Uses—This knit wire mesh can be manipulated into a va- 
riety of shapes suitable for many types of applications. 
For use in modern air filters (other than centrifugal and 
electrostatic types) this knit wire mesh provides open- 
ings of controllable size and uniform spacing which can 
be wetted with a viscous oil to hold dust particles. Cer- 
tain applications as gaskets and valve packing involving 
temperatures from 1000 deg. F. and upwards can be han- 
dled with flat knit wire mesh. In such cases the mesh 
is twisted or braided into a tight rope-like structure; the 
flat wires overlap each other to make the seal, and the 
interlocked loops resist deformation or flattening of the 
packing. Resilient metal padding can be used where 
other forms such as cotton, hair, rubber or organic ma- 
terials will not withstand the temperatures and chemicals 
for particular job. The flat type of knit wire mesh can 
be used for certain types of abrasive cleaning. Research 
is now being made concerning knit wire mesh for rein- 
forcement of plastics, for liquid filters, etc. 
Features—The hinge action of this knit wire mesh re- 
lieves strain on the wire itself, and produces a mesh fab- 
ric of strength and resilience, no matter how it may be 
pulled or distorted. Mesh is not limited by the diameter 
of the wire to size of opening, as four openings to the 
inch can be produced from .0045” diameter wire, either 
round or flat, and still have a well integrated, non-slide 
fabric. 

Description — Knit wire mesh, either flat or round, is 
available in heat and chemical resistant alloys to meet 
specific requirements. Material comes in a variety of 
widths from 24” to 1” double thickness, and in continu- 
ous tubes or sleeves of indefinite length. Can be pro- 
duced in the form of a cord by rolling the mesh and 
elongating the loops. Or mesh may be stretched to elastic 
limit to form highly flexible ribbon or tape. 


METAL TEXTILE CORP., Dept. FEP, Orange, N. J. 
When inquiring specify FEP1134 — see information request blank, pgs. 14-15 


Spray Nozzle Strainer 
™] Uses—Recently de- 
veloped strainer is 
for use in connec- 
tion with spray noz- 
zles when foreign 
matter interferes 
with efficient oper- 
ation. 
Description—Stand- 
ard stock construc- 


SPRAY NOZZLE STRAINER tion of the strainer 
is brass with Monel 


metal strainer. Other materials and sizes can be speci- 
fied. Unit is equipped with a one-quarter inch pipe con- 
nection for inlet and outlet. 


SPRAYING SYSTEMS CO., Dept. FEP, 4021-27 West 
Lake Street, Chicago, Ill. 
When inquiring specify FEP1135 — see information request blank, pgs. 14-15 
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REFRIGERATED DELIVERY TRUCK for frozen foods 


Refrigerated Delivery Truck 


Frozen food deliveries . . . wholesaler to consumer 


Uses—tTruck is especially adapted to transportation of 
frozen food products to retail trade on established routes. 
Food may be preserved indefinitely in these containers 
regardless of temperature changes. 

Description—Truck is made in two wheelbases. Larger 
of two units has a total of 77 cu. ft. of payload space while 
smaller unit has 36 cu. ft. capacity. Two special com- 
partments, each containing four regulation Deepfreeze 
cylinders, are mounted on each side of the truck chassis 
with a cat-walk between, forming the body proper. Two 
1 H.P. gasoline compressors, one under each battery of 
cold cylinders, assures necessary power for maintaining 
sub-zero temperatures. Removable floor member forms 
the cat-walk and is in reality a covering for a chamber 
which contains the receiver, control valves, tube connec- 
tions and gauges. This chamber is readily accessible. 
Standard conventional and cab-over-engine models will 
be used for two sizes of refrigerated bodies. 


HENNEY MOTOR CoO., Dept. FEP, Freeport, Il. 
When inquiring specify FEP1136 — sce information request blank, pgs. 14-15 


Vacuum-Pressure Pump and Motor 


Rotary type, pump and motor integral unit, 
operates without gears, springs or valves 


Uses—Three models 
for laboratory and in- 
dustrial use, for both 
vacuum and pressure 
service. 

Features — Complete 
as motor and pump 
are one integral unit. 
Unit has completely 
visible automatic oil 
feed. Automatic shaft 
seal—no packing or 
adjustment, reduces 
friction and stops oil 
leaks. Composition 
vanes, no springs and 
automatic take-up for 
wear. Light-weight, 
compact and  port- 
able. 27” vacuum easily reached, maker states. 
Description—Pumps are made in three models with G. E. 
motors of 1/12, 1/6 and 1/4 H.P. Compactness is achieved 
in standard speed motor of 1750 RPM—1/12 H.P. capa- 
city in usual frame size of 1/20 H.P. Models weigh 21, 29 
and 38 Ibs. Slight adjustment converts pump from vac- 
uum to pressure service. Pump and motor measure 8%” 





VACUUM-PRESSURE PUMP 
& motor in one unit 


DECEMBER-JANUARY. 1941-42 


long by 4% in diameter for small model. Air capacity of 
small model is 0.5 C.F.M. Accessories include everything 
necessary for both vacuum and pressure operation, with 
gauges, regulating valves, mufflers and hose nipples. 
Form 441 gives specifications and performance tables. 


GAST MFG. CORP., FEP, 103 Hinkley St., Benton Har- 
bor, Mich. 
When inquiring specify FEP1137 — see information request blank, pgs. 14-15 


Belt Eliminates Sideboards On 
Food Product Conveyor Lines 


Uses—Although primarily designed for use on food con- 
veyor lines, these flanged belts can also be used where 
fine materials are involved, or where round objects or 
small pieces are handled. 

Features—Complete elimination of wooden or metal 
sideboards is accomplished through the use of flanges 
which insure maximum flexibility over pulleys, and per- 
mit permanent anchorage to the main belt. Flanges have 
sloping inner surfaces which easily confine the solids 
and juices to the conveyor, thus eliminating insanitary 
conditions, frequent cleaning and loss of material due to 
material being crushed or lost through space between 
flat belts and sideboards. Flanges have sloping inner 
surface to give operator better vision and require less 
bending-over on operator’s part. 

Description—These rubber conveyors will be available 
in heights of 4%”, 54”, %4” and 1” on belts of standard 
widths. 


UNITED STATES RUBBER CO., Dept. FEP, Rockefeller 
Center, New York, N. Y. 
When inquiring specify FEP1138 — see information request blank, pgs. 14-15 


Self-Operating Juice Strainer 


Interchangeable Monel screens remove objectionable 
matter 


Uses—Placed in the line to filler, 
the juice strainer automatically 
removes from the product broken 
seed, bag lint and other objec- 
tionable material before it enters 
can or bottle. 

Features — Screens of perforated 
Monel are made in four sizes of 
perforations, easily removed and 
replaced, are interchangeable. 
Strainer requires little attention 
and can be cleaned twice a day 
without production time loss. Ac- 
cumulated sediment can be 
drained while operating. 
Description—Strainer is made in 
one standard size and may be 
connected in any size pipe line. 
Screens are perforated Monel 
cylinders available with .020”, 
.023”, .027” or .033” perforations. 
Area of cylinder screens is 2% 
times diameter of inlet. Strainer 
is taken apart by simply loosen- 
ing thumb nuts and removing bottom into which screen is 
assembled. Units are made of corrosion-resistant ma- 
terials. New pipe connection equipped with spray noz- 
zle is now inserted through top of strainer housing. Water 
or steam line attached to strainer through this connection 
permits strainer to be cleaned thoroughly without disas- 
sembly. 


F. H. LANGSENKAMP CO., Dept. FEP, 229-237 East 
South St., Indianapolis, Ind. 
When inquiring specify FEP1139 — see information request blank, pgs. 14-15 





JUICE STRAINER, 
self-operating 
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“FOR ECONOMICAL MATERIALS HANDLING 
| © LOW AND HIGH LIFT TRUCKS 
© FORK AND RAM TRUCKS 
© DIE HANDLERS 
© PAPER PULP HANDLERS 
© LOAD CARRIERS 
© TRACTORS — CRANES 


Capacities 1000 to 60,000 Lbs. 





Model “TNN" Tractor with pneumatic 
tires. Has powerful spur gear drive, ex- 
ceptionally compact and easy to ma- 
neuver Rated DBP capacity 485 Ibs. 
normal—2000 Ibs ultimate. 


Platform Type “EN-2" 4000 Ib. 
capacity. 

Equipped with pneumatic tires. 
Exceptionally speedy and efficient 
For outdoor and ramp operation. 
fork trick Platform deck 100" long, 
51" wide, 29" high. 

Has heavy duty spur gear 
drive —hand wheel 
steer — Rotor-Brush 
Power-Flow speed 
control. 





Model "CHTF"'—Light-du 
designed expressly for light unit fond 
operation. Capacities 1000 and 

as full telescopic fork lift 120° cel: 








lapsed height 83'' Exceptionally com- 
pact for box car operation and narrow 
platform or aisle maneuvering 









Model "THTF-L""—Fork truck offers new 
opportunities for lowest cost unit load 
handling and Guete on pallets. Capac- 
ities 3000 to 000 Ibs. Standard tele- 
scopic lift wi ‘—Collapsed height 83" 
for box car operation. 


r 





PUTS Be a 


73 W. 87th Street 


Chicago, Illinois 





When inquiring specify FEP1140 — see information request blank, pgs. 14-15 
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UNIQUE 
VERSATILITY 


in a Temperature Controller! 


Here’s a highly accurate, de- 
pendable open-and-shut con- 
troller adaptcble to a wide 
variety of applications on 
ovens, roasters, retorts, vats, 
etc. ‘The Foxboro Rotax Con- 
troller is unusually simple in 
design, yet capable of operat- 
ing several valves, motors and 
signal devices, simultaneously. 

Calibrated dial and setting 
of Rotax Controller permit close 


FOXBORO 


Reg. U. 8. Pat. Off. 


precision in processing. Electri- 
cally operated, without motor- 
driven parts to wear out. Avail- 
able for direct connection with 
controlled equipment up to 
6 amp. 110v., or 3 amp. 220v. 

. for temperature ranges from 
—80°F. to +1000°F. 

Write for Bulletin 184-3. The 
Foxboro Co., 174 Neponset 
Ave., Foxboro, Mass., U.S. A. 
Branch offices in principal cities. 


TEMPERATURE 
CONTROLLERS 


When inquiring specify FEP1141 — see information request blank, pgs. 14-15 


OUR ZOUGHEST DEFENSE 
against BROKEN CONCRETE FLOORS 


If you want smooth, efficient floors, even under the most punishing traffic 
conditions . make repairs or resurface an entire area with tou RUG- 


GEDWEAR’ Resurfacer. 
sweep out spot to be 


No chopping or chipping reauired. Merely 
euiod oe "th ts 


ie material— 


trowel it on. Pettolds solid and tight right up to irr 
ular edge of old concrete. Used indoors or out. Dries 


fast. Low in cost. 


Request 74-page “Building Maintenance Handbook” 


FLEXROCK COMP. 


details of FRE 
I ciaatdiessticscinemintenbe 


Pocecwcceccoes-cccccceces, 


MAKE THIS TEST! 
ANY 


2 Manning St., Philadelphia, Penna. 
v Ios send = complete RUGOEDWEA WEAR information 
TRIAL OFFER. No obligation. 


ener eccsccccececerscssscecess -cccscecsccenenseee= +220: 


When inquiring specify FEP1142 — see information request blank, pgs. 14-15 
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. WOOD FIBRE FOR INDUSTRIAL USE... 
filters, packing pads, plastics 


Wood Fibre Industrial Insulation 
Fibres also available for filters, packing pads, plastics, etc. 


Uses—Wood fibres which have been available basically 
as insulation material in the form of blanket, bat and in- 
sulating fibres are now available for other industrial pur- 
poses. Such fibres are available for filters, packing pads, 
plastics and other miscellaneous purposes as well as for 
insulation. 

Description—Fibres can now be made to rigid specifica- 
tions as to size, quality, chemical content and physical 
appearance. They can be made of varying types of wood 
or in a multitude of combinations. Fibres may be chem- 
ically treated to be fire resistant, water-proof, asphalt 
treated or may be processed especially in accordance with 
manufacturers’ requirements. 


WOOD CONVERSION CO., Dept. FEP, First National 
Bank Bidg., St. Paul, Minn. 
When inquiring specify FEP1143 — see information request blank, pgs. 14-15 


Electric Condensate Return 
Made in single and dual systems 


Uses — Adapt- 
able to any 
conditions in 
plants operat- 
ing up to 250 
pounds. 
Description — 
Made in single 
and dual elec- 
tric systems, 
the single sys- 
tem automat- 
ically returns 
condensate and 
supplies make- 
up water to 
boilers when 
actuated by 
mercoid switch 
at the water 
column. Make- 
up water is ad- 
mitted to the receiver tank by float-operated valve when 
condensate reaches a predetermined low level or is in- 
sufficient to satisfy the needs of the boiler. The dual 
system handles both high and low pressure condensate 
and make-up water automatically. Systems include high- 
grade controls, motors and pumps. 


W. M. ACKER ORGANIZATION, INC., Dept. FEP, 3167 
Fulton Road, Cleveland, Ohio. 
When inquiring specify FEP1144 — see information request blank, pgs. 14-15 


ELECTRIC CONDENSATE RETURN 
. single & dual systems 


el 


FILTRATION 
FACT BOOK 


Just off the press — 
contains facts about 
recent developments in filter 
press equipment. Over 50 different 
types and sizes of filter presses are 
illustrated and described. Includes 
charts and data relative to industrial 
filtration—relative cost of filter area 
in various sizes of plates—filter area 
and volumetric capacities — chamber 
Capacities, etc. 
Send for your copy today—no obliga- 
tion. 


D.R. SPERRY & CO. © BATAVIA, ILLINOIS 


Filtration Engineers for over 45 Years 


Eastern Representative Western Representative 
Henry E. Jacoby, M.E. B. M. Pithashy 

205 E. 42nd St., New York City Merchants Exchange Bidg. 
Tel. MUrray Hill 4-358! San Francisco, Calif. 


When inquiring specify FEP1145 — see information request blank, pgs. 14-15 


EMULSIFIER 


COMBINATION UNIT REDUCES 
PROCESSING COSTS 


The new Pfaudier Combination Emulsifier, ‘ Breaker and Mi down 
equipment needs, since the one unit serves t! Ene hree purposes ee, - 


As an egg breaker this unit is cutting iting costs at such plants as Swift & Co. 
Gace Cold Storage, S$ & K Produce Produce Ce.. Rothenburg & ‘Schneider, Frigid Foods, 


Sangstatty Gysiened Lad type age, gpuction 0 BR. ,~y axle, Is = 
ail te up al rh ro. “init is also aidely used for general mining. “a> the 
tater produces a thorough intermixing of all components. 


cae’ Sit — just off the press — suggests many w this versatile unit can 
help you. Your copy awaits your request. - 


THE PPAUDLER CO. Executive Oiees: Rochester, NW. Y. Factories 
N. y. and Elyria, 0. Branch be New 


¥ “Boston, Potiegel i —— 
Cincinnati. Plas idler’ Sal Sales Ce., San vanine aad Les Angeles. Representatives 
in laos cities, 


Me coe Ve Be ee me 
When inquiring specify FEP1146 — see information request blank, pgs. 14-15 


FOOD EQUIPMENT PREVIEW 
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Advertiser 


American Monorail Co. 
Anetsberger Brothers 
Armstrong Machine Works 


Automatic Transportation Co. 


Baker-Raulang Co. 
Beaver Pipe Tools Co 


Benjamin Electric Company 


Blackmer Pump Co. 

S. Blickman, Inc. 
Bradley Washfountain Co. 
Buffalo Wire Works Co. 


ADVERTISE 
IS S 


IS 





Agency Page 


Bayless-Kerr Co. 
Kennedy & Co. 
Russell T. Gray, Inc. 


G. M. Basford Co. 


Van Auken-Ragland, Inc. 
Martin Associates 

Louis M. Cottin, Inc. 
Kirkgasser-Drew Co. 
Tyler Kay Co., Inc. 


Cleveland Crane & Engineering 


Cling-Surface Co. 


Diamond Chain Mfg. Co. 
Dracco Corp. 

Durant Mfg. Co. 
Duriron Company 


Eastern Engineering Co. 
Economic Machinery Co. 
Exact Weight Scale Co. 


First Machinery Corp. 
Fiske Bros. Refining Co. 
Flexrock Company 
Food Machinery Corp. 
Foxboro Company 


Gast Mfg. Co. 
Gates Rubber Co. 
General Electric Co. 


General Elec. (Apparatus Div.) 


Harris-Seybold-Potter Co. 
H. M. Harper Co. 


International Engineering, Inc. 


Jeffrey Mfg. Co. 
Johnson Corporation 


Leeds & Northrup Co. 
Link-Belt Co. 


Magnus Chemical Co. 
Marsh Stencil Machine Co. 
Miller Rubber Co. 

Mixing Equipment Co. 


National Technical Laboratories 


Oakite Products, Inc. 


Palmer Company 
Pfaudler Company 
Pioneer Rubber Co. 
Powers Regulator Co. 


Richmond Mfg. Co. 
Ridge Tool Co........... 


Sarco Mfg. Co. 


Service Caster & Truck Co.. 


T. Shriver & Co. 

D. R. Sperry & Co. 
Spray Engineering Co. 
F. J. Stahmer Shoe Co. 
Sugar Beet Products Co. 


Taber Pump Co. 


Thomas Truck & Caster Co....... 
TU I invccnesncnscccccccn sconces 


Townsend Machine Div. 
Nolan Machinery Corp. 


Upco Company 


West Disinfecting Company 


Wheelco Instruments Co. 
Wilson-Bennett Mfg. Co. 


Yale & Towne Mfg. Co. 


Tyler Kay Co., Inc. 


Kirkgasser-Drew Co. 
Grover J. Johnson 

Stewart H. Ankeney 
Wilson & Haight, Inc. 


Walter B. Snow & Staff 
J. W. Sieverling 


David M. Gold, Advertising 


.E. M. Freystadt Associates 


Harry P. Bridge Co. 
Van Auken-Ragland., Inc. 


Horton-Noyes Company 12, 


-Van Auken-Ragland, Inc. 


Woolley & Hunter 
G. M. Basford Co. 
Leighton & Nelson 


G. M. Basford Co. 


.Commercial Advertising 


Parker Advertising Co. 


Kreicker & ‘Meloan, Inc. 14, 


Behel & Waldie & Briggs, Inc... 


Spooner & Kriegel 


..Griswold-Eshleman Co. 


C. L. Rumrill Co. 


Dozier-Graham-Eastman 


.Rickard & Co. 


C. L. Rumrill Co. 
Carr Liggett, Advertising 


..Earle Ludgin, Inc. 


-Horace Laney, Advertising 
..Carr Liggett, Advertising 


..W. L. Towne, Advertising 
.Evans Associates 
-Spooner & Kriegel 
.A. B. Wilder, Inc. 


..L. W. Ramsey Co. 


Seemann & Peters, Inc. 


.Tyler Kay Co., Inc. = 
Everett D. Biddle, Advertising 
Beeson-Faller-Reichert, Inc. 


Universal Advertising Agency 


.Carpenter Advertising Co. 


Moser & Cotins, Inc. 
Merchandising Advertisers 


..Kreicker & Meloan, Inc. 


...Redfield-J ohnstone-McNevin 


So 
© SIO NS oO 


ime to 
mouse 


16 
17 


aS 


22 
22 
17 


26 
. 8 


23 
23 


19 
13 
28 


21 





As Dependable a 
Work-and-Time-Saver as the 


famous Fe Cs |(D Wrench 


ah 








This Fel x No. 65R Threads 4 Sizes of Pipe 
With 1 Set of Chasers—Sets to size in 10 Seconds! 





One of a Complete Line of 
Fei ai Pipe Tools, No. 65R-C 
Users’ Net Price, $17.00 





When inquiring specify FEP1147... 


OU enjoy the same dependable 

service from this die stock as mil- 
lions of users get from the RIFAID 
Wrench—PLUS extraordinary saving of 
time and effort. A 10-second adjustment 
sets it to thread 1”, 14”, 1%” or 2” pipe 
—1 set of chasers that stay in, no extra 
sets to lose or waste time. Fool-proof 
workholder sets instantly. It cuts clean 
perfect threads easily—you can turn 
it with your little finger. Long-wearing 
high speed steel chaser dies, powerful 
all-steel and malleable-alloy con- 
struction. Try it at your Supply House. 


THE RIDGE TOOL CO., ELYRIA, OHIO 






Fei LZkiD saves you 
all pipe wrench housing 
repair expense 


€ ousing ever 
Breaks or Distorts we 
will replace it Free. 



















That guarantee explains why 
FRIAAIDs« stay on the job, in the 
toughest use, and save you money. 
Jaws of chrome molybdenum. 
Adjusting nut in open housing spins 
easily in all sizes, 6” to 60”. Millions 
in use. Buy from your Supply House. 












see information request blank, pgs. 14-15 


ODERN packaging of food products de- 

mands the complete, individualized pro- 
tection of Steri-Seald Containers. It’s a protection 
that starts with a thorough analysis of the product 
to be carried—a protection that provides the one 
exact lining that will best safeguard product 
freshness, purity and flavor. It’s a protection, 
moreover, that reaches into your very plant, be- 
cause each Steri-Seald container comes to you 
sealed, in a pure condition, ready for filling. 


Makers of Steel Drums and Pails 


This Steri-Seald protection is the result of years 
of pioneering and constant research. Today our 
laboratories are the largest in the world devoted 
exclusively to the development of protective lin- 
ings for steel containers. Small wonder, then, 
that so many prominent manufacturers, and users 
too, insist on the Steri-Seald label.* It is our 
pledge — your guarantee — of the 
most complete product protection 
that modern science can provide. 


STEEL CONTAINER 


ey 
WILSON & BENNETT MFG. C 


— CITY © NEW ORLEANS 
CHICAGO 
te 


(aa 


3 
0/ 








